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Interior  view  of  a  typical  squash  court  installation. 


At  Left — Top:  Exterior  of  Englewood  Field  Club, 
Englewood,  New  Jersey. 

Centre:  Exterior  of  Montclair  Athletic  Club,  Montclair, 
New  Jersey.  Architect:  John  G.  Stasse,  New  York 
City. 

Bottom:  Guest  House,  estate  of  Mr.  Frank  A.  Van- 
derlip,  Scarborough,  Westchester  County,  New 
York.  Architect:  Welles  Bosworth,  New  York 
City. 
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THIS  is  the  first  of  a  number  of  supplements 
to  our  catalogue,  which  will  be  sent  out  from 
time  to  time,  and  through  it  is  presented 
information  on  the  subject  of  SQUASH 
COURTS. 

SQUASH  is  gaining  every  day  in  popular  favor 
and  is  rapidly  becoming  one  of  the  leading  indoor 
games.  It  might  be  called  a  “young  man’s  game," 
as  the  play  is  strenuous  and  the  action  rapid.  Due 
to  the  speed  at  which  the  game  is  played  it  is  neces¬ 
sary  to  use  exceptional  care  in  the  building  of  the 
courts.  We  specialize  in  this  work,  manufacturing 
the  material  necessary  at  our  own  plants  and  installing 
the  work  complete  and  have  been  intrusted  with  con¬ 
tracts  for  this  work  in  many  of  the  leading  clubs 
and  institutions. 

The  work  of  installing  these  courts  must  be  very 
carefully  done,  as  in  order  to  give  the  game  its  proper 
setting  it  is  essential  to  very  accurately  gauge  the 
necessities  and  requirements  of  the  various  walls  and 
floors,  to  insure  the  maximum  speed  and  accuracy  of 
rebound  of  the  ball.  Generally,  the  specifications  laid 
down  by  the  National  Squash  Tennis  Association  are 
followed,  but  we  have,  at  various  times,  arranged  to 
modify  these  specifications  in  order  to  meet  exacting 
conditions,  or  to  place  a  court  within  the  reach  of 
the  appropriation  available. 

Minute  care  is  taken  of  the  manufacture  of  the 
material  for  the  side  and  back  walls,  and  the  texture 
and  manufacture  of  the  stock  for  the  playing  wall 
(laid  on  edge),  must  pass  a  very  rigid  inspection. 

These  courts  are  put  in  place  by  our  own  me¬ 
chanics,  trained  in  this  particular  line  and  we  arrange 
to  build  the  courts  complete,  including  the  rough 
framing  and  studding  if  desired  the  furnishing  and 
installing  of  the  telltale  in  addition  to  the  four  walls 
and  floor,  the  flush  door,  etc.,  etc.  Mechanics  skilled 
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in  this  work  must  be  employed,  because  in  the  entire 
field  of  woodwork  and  interior  finish  there  is  nothing 
that  equals  the  exceptional  care  that  must  be  taken 
and  the  absolute  accuracy  that  must  be  maintained 
as  the  building  of  a  squash  court. 

Amongst  the  notable  installations  and  rebuilding 
commissions  with  which  we  have  been  intrusted  are 
the  following: 

The  Columbia  University  Club,  New  York  City. 

Montclair  Athletic  Club,  Montclair,  N.  J. 

Englewood  Field  Club,  Englewood,  N.  J. 

Private  court  for  Mr.  Frank  A.  Vanderlip,  Scar¬ 
borough,  N.  Y. 

Combined  court,  Standard  Oil  Co.,  26  Broadway, 
New  York  City. 

The  finishing  of  the  interior  of  the  court  requires 
accurate  marking  and  an  especially  prepared  paint  and 
varnish  for  proper  coloring. 

When  preparing  plans  for  a  building  where  the 
inclusion  of  a  Squash  Court  is  contemplated,  it  is 
advisable  to  figure  on  the  following  dimensions  for 
one  court:  space  to  be  left  for  court  proper  and 
facing  of  walls,  17'  5]/^"x32'  9Yl"x  minimum  height  of 
16' 2".  These  measurements  are  from  nailing  surface 
to  nailing  surface  (studding,  partitions  or  furring, 
whichever  may  be  used,  depending  upon  the  con¬ 
struction  employed) .  When  possible  daylight  illumi¬ 
nation  should  be  provided  by  skylights  and  it  is  de¬ 
sirable  that  one  of  the  short  walls  (17'  5  Yz  dimen¬ 
sion)  be  so  arranged  that  it  is  against  an  outside  wall 
or  adjacent  to  some  space  from  which  ventilation  may 
be  drawn  into  the  court.  Arrangements  should  be 
made  to  have  a  plastered  ceiling  between  skylights,  or 
full  plaster  where  skylights  are  not  possible.  Provi¬ 
sion  should  be  made  for  the  protection  of  electrical 
fixtures  by  wire  screening  below  these  fixtures. 
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Residence  of  James  Cox  Brady 
Gladstone,  N.  J. 

Architects:  Montague  Flagg  and  C.  F.  Rosborg 


Dining  Room,  Brady  Residence 
Floors  Teak  Plank.  Random  width  and  length 
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Reproduction  of  Our  Shop  Drawing  for 
Teak  Plank  Floor  Illustrated  Opposite. 

Showing  our  method  of  handling  special  work 
of  this  nature,  either  in  wide  plank 
or  in  design  floors 
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IN  PRESENTING  supplements  to  our  catalogue 
From  Forest  to  Floor”  in  this  form,  we  believe 
they  will  be  of  particular  interest  to  Architects 
from  a  practical  standpoint. 

When  preparing  for  the  installation  of  plank 
or  design  floors  we  go  to  unusual  lengths  so  that 
what  we  propose  to  do  may  be  thoroughly  under¬ 
stood  by  Architect  and  Owner.  The  object  of  this 
supplement  is  to  show  just  how  we  handle  the  layout 
of  each  room,  making  a  drawing  thereof,  for  the 
approval  of  the  Architect.  For  this  purpose  we  have 
in  this  issue  taken  a  typical  “PLANK  FLOOR.”  As 
an  aid  in  visualizing  the  method  used  we  are  repro¬ 
ducing  on  the  preceding  page  the  shop  drawing  of  a 
room,  and  are  fortunate  in  that  we  have  been  able 
to  reproduce  also  a  photograph  of  the  interior  of  this 
room  after  the  floors  have  been  completed. 

It  will  be  noted  in  the  plan  that  the  exterior  lines 
of  the  rooms,  showing  all  breaks,  etc.,  are  very  care¬ 
fully  shown,  and  our  detail,  with  indications  of  the 
width  of  each  individual  board  are  carefully  drawn 
to  scale.  As  stated  above,  it  is  our  practice,  in  order 
that  there  may  be  no  misunderstanding,  to  furnish 
for  approval  our  proposed  layout  in  each  instance 
when  work  of  this  type  is  furnished.  Our  shop  work 
then  follows  the  plan  finally  adopted. 

In  passing,  we  believe  that  it  is  worthy  of  note 
that  on  the  job  illustrated  we  were  selected  by  all  five 
of  the  contractors  for  the  interior  to  furnish  and  lay 
flooring,  the  material  used  ranging  from  Yellow  Pine 
strips  in  the  service  portion,  to  Teakwood  and  Oak 
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Planks  in  the  Master's  portion.  We  furnished  and 
installed  all  the  flooring  for  this  residence  and  our 
work  was  under  the  direction  of  the  concerns  listed 
below,  each  of  whom  wili  be  recognized  as  a  spe¬ 
cialist  in  its  particular  line.  It  will  be  noted  as  a 
point  of  interest  that  in  order  to  carry  out  the  ideas 
of  the  Owner  and  Architect  no  less  than  three 
firms  of  Interior  Decorators  were  employed,  each  of 
whom  specialize  in  specific  period  furnishings  and 
fittings.  The  firms  interested  were: 

Arthur  S.  Vemay,  Inc.,  Interior  Decorators,  who 
handled  the  interior  decorations  of  Dining  Room, 

Living  Room  and  Library  on  the  first  floor.  Owner’s 
Office,  Sitting  Room,  Bedrooms  and  Private  Halls  on 
second  floor.  , 

Messrs.  Irving  and  Casson  and  A.  H.  Davenport 
Co.,  Interior  Woodworkers  and  Decorators,  who 
nandled  the  interior  furnishings  of  the  chapel  and 
the  halls  and  passages  adjacent  thereto. 

Messrs.  Kasimer  and  Meltzer,  Interior  Woodwork* 
ers  and  Decorators,  who  handled  the  interior  fur¬ 
nishings  of  the  main  halls,  and  halls  on  second  flooj 
and  stair  landings. 

Messrs.  Southern  and  Marshall,  contractors  for 
the  general  carpentry  work,  for  whom  we  installed 
the  flooring  in  basement  and  in  service  portions  in 
first  and  second  floors  and  in  attic. 

Messrs.  Otis  Elevator  Company,  manufacturers  of 
elevators,  for  whom  we  installed  the  floors  in  the 
elevator  cab. 
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Reproduction  of  Our  Shop  Drawing  for  Ball  Room  Floor,  Mayflower  Hotel,  as  Illustrated  in  Preceding  Page 
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THE  selection  of  a  proper  wood  floor  for  dance 
hall  or  ball  room,  is  a  matter  of  prime  im¬ 
portance,  as  no  matter  how  ornate  the  sur¬ 
rounding  or  decorations,  the  prime  requisite 
in  this,  perhaps  more  than  in  any  room  in 
a  building,  is  the  floor. 

In  the  installation  of  proper  dance  floors,  however, 
the  character  of  the  building  and  its  general  use  must 
be  taken  into  consideration.  For  the  ball  rooms  of 
fine  residences,  hotels  and  the  like,  we  are  very  often 
commissioned  to  install  floors  of  Teakwood  or  Oak 
Planks,  Design  Floors  in  Fountainebleau  or  other  un 
usual  patterns,  Teak  and  Oak  Herringbone,  or  others 
of  the  special  designs  and  patterns  shown  in  our  gen¬ 
eral  catalogue.  In  many  cases  special  designs  are 
made  up  by  Architect  or  Decorator,  to  conform  with 
the  general  character  and  fittings  of  the  room. 

In  this  supplement  is  reproduced  illustrations  of 
one  of  our  installations  of  a  ball  room  floor,  that  of 
the  Mayflower  Hotel  in  Washington,  D.  C.  In  addi¬ 
tion  to  showing  the  finished  floor  we  have  reproduced 
our  shop  drawing  for  this  installation,  drawn  to  scale, 
showing  the  actual  detail  of  the  pattern  followed.  As 
in  installations  of  Plank  and  Design  Floors,  we  furnish 
for  approval  our  proposed  layout  of  floors  of  this  na¬ 
ture  before  work  is  commenced. 

This  floor  we  illustrate,  as  in  the  case  of  many 
floors  in  Public  Dance  Halls  and  ball  rooms,  is  of 
Michigan  Hard  Maple,  a  wood  that  has  given  extreme 
satisfaction  for  this  work.  Maple  is  one  of  the  most 
closely  grained  of  the  domestic  woods,  and  the  fact 
that  it  requires  little  finish,  only  an  occasional  applica¬ 
tion  of  wax,  which  with  the  use  of  the  floor  by  the 
dancers  keeps  it  in  condition  all  the  time,  makes  its  use 
highly  desirable.  In  fact,  the  more  a  floor  of  this  nature 
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A  Typical  Dance  Floor  Installation 


is  used  the  smoother  and  better  adapted  for  the  pur 
pose  it  becomes. 

Our  general  catalogue,  of  which  this  supplement 
now  forms  a  part,  deals  in  detail  with  all  the  types  of 
floors  mentioned  above.  Maple  is  specifically  dealt 
with  on  page  13,  where  will  be  found  the  standard 
sizes  of  this  material,  but  it  might  be  noted  that  for  a 
dance  floor,  the  narrower  widths  are  strongly  recom¬ 
mended,  the  V/i”  width  being  most  desirable  of  all  on 
account  of  its  more  handsome  appearance,  and  greater 
treedom  from  defect  as  compared  with  the  wider  sizes, 
tin  Page  17  of  the  General  Catalogue  the  grading 
rules  of  Maple  are  given,  and  special  attention  is  di¬ 
rected  to  the  description  of  the  CLEAR  WHITE 
grade,  which  as  a  rule  is  used  on  work  of  this  nature, 
and  which  insures  a  floor  of  uniform  color,  and  of 
the  highest  grade  in  Maple  that  can  be  procured. 
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At  Left  —  Circular 
Ante-Room,  Residence 
Washington,  D.  C. 


THE  adaptability  of  wood  for  carrying  out 
special  and  unique  designs  for  flooring 
work  is  shown  in  a  marked  manner  in  the 
illustrations  in  this  supplement  to  our  General 
Catalogue.  This  work  was  designed  to  espe¬ 
cially  conform  to  the  other  woodwork  and  in¬ 
terior  decorations  of  the  rooms  and  was  executed 
under  the  personal  supervision  of  Messrs.  H. 
F.  Huber  &  Co.,  Interior  Decorators,  of  New 
York  City. 

The  floors  which  are  herewith  illustrated,  to¬ 
gether  with  reproductions  of  our  actual  shop 
drawings  showing  preliminary  layout,  were  in¬ 
stalled  by  us,  in  the  Washington,  D.  C.  home 
of  a  man  known  nationally,  but  whose  name 
we  are  not  permitted  to  use  in  this  supplement. 
The  floor  of  the  ante-rcom,  in  the  centre  of 
which  are  shown  the  cardinal  points  of  the 
compass,  was  designed  with  scientific  exactness, 
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Reproduction  of  our  shop  drawing  of  floor  of  Living  Room  shown  on  opposite  page 
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and  it  is  of  interest 
to  note  that  these 
points  of  the  compass 
are  indicated  by  coun¬ 
tersunk  copper  letters, 

“N,”  “S,”  “E”  and 
“W.”  The  various 
woods  used  to  make 
the  proper  contrast 
were  Rosewood,  Wal¬ 
nut,  Teakwood,  Hol¬ 
ly  and  Mahogany. 

The  living  room 
floor  is  of  a  matted 
design  made  of  Quar¬ 
tered  White  Oak  and 
Teakwood.  The  out¬ 
side  bands  of  quar¬ 
tered  white  oak  are 
27",  this  large  size 
having  been  necessary 
in  order  to  make  the 
floor  design  conform 
with  the  exceptional 
size  of  the  room.  The 

dots  are  of  teakwood,  Living  Room,  Residence  in  Washington,  D.  C, 

the  size  being  9"  x  9".  For  a  general  description  Mat  design,  Quartered  Oak  with 

of  this  class  of  work  and  for  illustrations  of  the  Teakwood  Dots, 

peculiar  adaptability  of  various  woods  to  the  faith¬ 
ful  carrying  out  of  designs  and  color  combinations 
to  meet  unusual  conditions  or  ideas  we  refer  to  our 
General  Catalogue,  where  on  Page  9  this  subject  is 
fully  discussed. 
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TO  meet  the  many  requests  from  Architects 
and  Specification  Writers  for  the  proper 
wording  of  specifications  to  be  used  in  connec¬ 
tion  with  our  Veneered  Plank  or  Wide  Board  Floors, 
described  and  illustrated  in  our  General  Catalogue 
and  Supplements  thereto,  this  Supplement  is  de¬ 
voted  to  the  question.  The  specifications  given  below 
are  identical  with  those  we  have  used  in  the  manu¬ 
facture  of  these  floors  for  over  sixty  years,  and  this 
type  of  work  has  invariably  proven  satisfactory, 
and  is  unqualifiedly  guaranteed  by  us. 


“In  the  following  rooms  and  spaces  (designate  ac¬ 
curately)  over  a  layer  of  heavy  tar  paper  furnish, 
lay,  scrape  and  finish  complete  ji"  thick  Plank  floor¬ 
ing  as  follows : 

“To  be  of  veneered  construction  with  top  veneer 
of  *4"  (.See  Note  A),  securely  glued  with  casein  glue 
to  frame  which  is  to  be  built  with  hardwood  stiles 
and  fills.  Grain  of  fills  to  run  at  right  angles  to 
grain  of  veneer.  Fills  to  be  securely  tongued  and 
grooved  into  stiles,  which  are  to  be  especially  selected 


for  straight  grain.  Fills  and  stiles  to  be  securely 
glued  with  hot  glue  before  applying  surface  veneer. 
(See  special  note.) 

“All  planks  to  be  accurately  tongued  and  grooved 
and  blind  nailed  each  8"  to  (See  Note  B),  and  all 
ends  to  be  grooved  for  splines,  which  are  to  fit  snugly 
to  prevent  any  action  at  butt  ends.  The  backs  of  all 
planks  are  to  be  given  a  thorough  brush  coat  of 
black  asphaltum  or  other  approved  damp  resisting 
paint,  before  delivery  at  building. 

“After  securely  laying  as  above  directed,  all  butts 
are  to  be  screwed  with  (See  Note  C),  No.  10 — 1  Ya" 
flat  head  iron  screws.  Screws  to  be  countersunk, 
the  holes  being  filled  with  (See  Note  D),  the  grain 
of  which  are  to  run  (See  Note  E). 

“All  plank  floors  to  be  scraped  (See  Note  F)  and 
finished  (See  Note  G)  and  polished  with  two  appli¬ 
cations  of  beeswax  well  rubbed  in. 

“Before  proceeding  with  manufacture  submit  to 
Architect  for  approval  complete  working  drawing, 
showing  layout  in  detail.” 


See  Pages  6  and  7  and  Design  Number  775,  General  Catalogue 

Pages  27  and  28,  General  Catalogue  (Supplement  pages  3  and  4) 
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Note  A — Specify  kind  of  wood  desired. 

As  a  general  rule,  widths  and  description  should 
include  detailed  information,  the  following  being 
standard : 

“Random  width,  length  and  grain  Oak  in 
widths  from  5"  to  12". 

“Random  width  and  length  Java  Teakwood 
in  widths  from  5"  to  12"  (Teakwood  can  be 
furnished  up  to  14"  or  15"  in  width,  but  it  is 
not  practical  to  specify  anything  in  excess 
of  12"  unless  the  rooms  or  spaces  are  extra¬ 
ordinarily  large). 

Walnut,  Mahogany,  etc.,  are  also  exten¬ 
sively  used  for  planks,  and  widths  can  be 
furnished  as  specified  for  Oak  above.” 

Note  B — Insert  here  “rough  flooring,  laid  diag¬ 
onally”  or  “sleepers”  or  “nailing  compound,”  which¬ 
ever  may  be  used.  By  far  the  most  satisfactory  re¬ 
sults  can  be  obtained  by  using  a  well  laid,  securely 
nailed  and  level  rough  floor.  If  due  to  elevations  it 
is  necessary  io  lay  on  sleepers  or  screeds,  or  on  a 
nailing  compound,  it  can  be  done,  but  only  as  a  last 
resort. 

Note  C — Specify  number  of  screws. 

It  is  usual  to  use  only  one  screw  in  the  butt  end 
of  each  5"  board,  two  screws  in  the  butt  end  of  6", 
7",  8",  9",  and  three  screws  in  the  butt  end  of  boards 
10"  and  wider.  (If  desirable  for  appearance  specify 
additional  screws  along  the  seams  staggered  on  about 
24"  center.) 

Note  D — Specify  either  “square  pegs”  or  “round 
dots,”  giving  size.  The  usual  size  for  pegs  is 
)4"xj4",  and  the  usual  size  for  dots  is  diameter. 
Also  state  kind  of  wood,  whether  the  same  as  the 


lop  veneer  or  to  be  made  of  a  contrasting  wood. 
Usually  the  same  wood  as  the  top  veneer,  excepting 
when  crack  lines  or  butterflies  (or  both j  are  used, 
(see  special  note  below). 

Note  li — Specify,  according  to  personal  inclina¬ 
tion,  either  “parallel  with  face  veneer,”  “at  right 
angles  to  face  veneer,”  or  “end  wood.” 

Note  F — Specify,  according  to  results  desired, 
either  “smooth”  —  “roughly  planed”  —  "roughly 
planed  with  seams  opened,”  or  “roughly  planed  with 
seams  and  butts  opened.” 

Note  G- — Specify  “to  be  stained  as  may  be  selected 
by  architect,  samples  to  be  submitted  for  approval,” 
“to  be  stained  with  ammonia”  or  “to  be  finished 
natural,”  as  may  be  decided.  The  usual  finish  of 
Oak  floor  is  ammonia  stain  of  a  shade  to  meet  the 
Architect’s  approval,  and  it  is  very  unusual  to  use 
any  stain  whatever  on  Teakwood. 

Special  Note — If  it  is  desired  to  have  a  crack  line 
of  contrasting  wood,  specify  here  that  “crack  line  of 
’A”  (state  kind  of  wood,  usually  Rosewood,  Ma¬ 
hogany  or  Walnut)  to  be  securely  glued  to  the  top 
veneer,  in  special  notch  of  a  proper  size  so  that  a 
full  bearing  is  provided  for  the  bottom  of  the  crack- 
line.” 

If  it  is  desired  to  have  butterflies,  specify  size 
(usually  1 A  x  2"),  and  of  what  wood  (usually 
a  contrasting  wood,  such  as  Rosewood,  Mahogany 
or  Walnut).  Specify  the  spacing  of  butterflies 
(usually  about  24"  centers  staggered  on  adjoining 
seams  and  to  the  center  on  seam). 

If  specifying  crack  line  of  contrasting  wood,  it  is 
often  required  that  “pegs”  or  “dots”  be  of  the  same 
wood.  (See  Note  D  above.) 
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IN  presenting  through  the  medium  of  this 
catalogue,  the  products  marketed  under  the 
trade  name  “IFCO,”  we  call  attention  to 
our  diversified  facilities,  which  enable  us  to 
truly  and  conscientiously  capitalize  our  slogan 
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jA  LMOST  three-quarters  of  a  century  in 
business  is  a  long  time,  when  the 
/  average  life  of  a  business  concern  is 

/  ^  considered.  However,  we  have  this 

distinction. 

During  this  time  the  manufacture,  handling  and 
installation  of  wood  floors  has  been  with  us,  not  a 
specialty,  but  our  entire  business.  The  finished 
wood  floor  is  the  most  important  part  of  interior 
decoration  of  any  building,  be  it  home  or  apartment, 
club  or  office,  school  or  hall;  and  is  in  every  building 
an  integral  part  of  the  whole.  It  is  therefore  true 
that  the  planning  and  the  installation  of  the  wood 
floors  need  at  least  the  same,  and  possibly  more  care 
and  proper  selection  than  do  the  other  component 
parts  of  the  structure. 

These  years  of  experience  with  wood  floors  give 
us  permission  to  speak  with  authority.  We  are  not 
lumber  merchants  to  whom  Flooring  is  one  of  many 
items  of  building  material.  We  are  first  of  all 
DESIGNERS  of  wood  floors,  then  we  are  MANU¬ 
FACTURERS  of  wood  floors,  then  DISTRIBUTORS 
and  finally  WE  INSTALL  these  same  wood  floors  and 


FOREWORD 

finish  them  completely.  Our  business  slogan  “From 
Forest  to  Floor”  is  literally  true  in  every  sense  of 
the  word.  Our  factory  in  New  York  is  manned  by 
experts  in  the  designing  and  manufacturing  of  fine 
floors,  many  of  them  of  precious  woods;  our  Ohio 
factory  manufactures  Oak  in  both  strip  and  parquet; 
our  factory  in  Michigan  manufactures  monthly  a 
million  feet  of  Maple  flooring  for  commercial  work. 

Our  business,  national  in  its  scope,  is  handled 
through  the  Main  Office  at  New  York  and  branch 
offices  at  Reed  City,  Mich.,  at  Washington,  D.  C., 
and  at  Coal  Grove,  Ohio,  and  at  all  four  points  we 
carry  large  stocks  of  Wood  Floors,  and  nothing  but 
Wood  Floors.  We  are,  in  fact,  the  largest  handlers 
of  Wood  Floors  in  the  world. 

Due  to  the  general  lack  of  conception  of  the 
possibilities  of  the  use  of  Wood  for  Flooring  pur¬ 
poses,  we  have  issued  this  Catalogue  for  distribution 
to  those  interested,  as  a  source  of  authoritative  infor¬ 
mation. 

The  facts  we  present  are  not  guesswork,  nor  sur¬ 
mise,  but  are  based  on  actual  experience  through  the 
long  period  of  our  business  life. 
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THE  use  of  wood  flooring,  of  course,  dates 
back  to  the  time  in  the  lives  of  our  fore¬ 
bears,  when  they  were  first  prompted  to 
build  for  shelter.  The  evolution  which 
has  been  so  apparent  in  most  things  that 
make  up  our  daily  life  is  not  true  of  wood  flooring. 
The  reason  for  this,  if  we  stop  to  consider,  is  appar¬ 
ent,  as  the  matters  which  constitute  our  lives  today 
have  been  brought  to  their  present  state  of  refine¬ 
ment  and  perfection  through  necessity  or  the  desire 
to  improve.  This  was  not  possible  with  wood  floor¬ 
ing,  as  in  all  the  ages  there  never  has  been  brought 
forward  any  substitute  for  a  wooden  floor  either  from 
the  viewpoint  of  beauty  or  of  sanitation.  The  trees 
of  the  forest,  the  great  work  of  Nature,  upon  which 
there  can  be  no  improvement,  give  us  these  wood 
floors.  Styles  change,  patterns  change,  sizes  are  sus¬ 
ceptible  to  individual  requirements,  but  the  bases  of 
all — the  texture  and  serviceability  of  wood — do  not 
change. 

The  subject  of  “Wood  Flooring”  is  one  that  lends 
itself  particularly  to  various  divisions  and  sub-divi¬ 
sions,  which  are  necessary,  on  account  of  the  very 
peculiar  adaptability  of  certain  kinds  and  grades  of 
flooring  for  certain  specific  requirements. 
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GENERAL  AND  GUARANTEE 

Due  consideration  should  be  given  to  particular 
needs  and  desires  before  making  a  decision  as  to 
which  of  the  various  kinds  or  grades,  of  all  of  the 
wood  flooring  available,  is  best  suited  for  the  par¬ 
ticular  furnishings  or  architectural  requirements 
of  the  interiors.  For  this  reason,  the  following 
pages  will  cover  in  order  those  kinds,  grades  and 
patterns  best  suited  for  Residential  work.  Apart¬ 
ment  House  work,  Monumental  work.  Public  Build¬ 
ings,  Schools,  Factories,  Warehouses,  Stores,  etc. 

For  convenience  general  headings  are  applied,  the 
selection  thereby  becoming  easier  by  the  elimination 
of  the  unsuitable  or  undesirable.  These  headings 
listed  as  “Plank  or  Wide  Board  Flooring,”  “Teak 
Wood  Floors,”  “Design  Flooring,”  “Parquet  Floor¬ 
ing,”  “Oak  Flooring”  and  “Maple  Flooring"  which 
appear  in  the  following  pages,  we  feel  will  enable 
the  proper  selection  and  the  proper  designation. 

Such  technical  information  as  is  necessary  is  given 
with  each  of  these  classifications. 

We  unequivocally  guarantee  without  any  excep¬ 
tion  whatever,  the  satisfactory  completion  of  any 
work  with  which  we  are  entrusted;  and  without 
reservation,  guarantee  all  workmanship  and  mate¬ 
rials  against  defects  and  to  be  exactly  as  represented. 
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THE  reversion  to  type  so  pronounced  in  all 
phases  of  architecture  does  not  fail  to  find 
its  parallel  in  flooring.  The  wide  plank 
flooring  used  in  connection  with  Early 
English,  Early  French  and  Colonial  types 
is  one  of  the  most  popular  styles.  Due  to  lumber 
having  a  tendency,  under  certain  conditions,  to 
alternately  take  on  excessive  moisture  and  again  dry, 
we  manufacture  these  wide  planks,  after  the  lumber 
has  been  thoroughly  kiln  dried,  of  a  veneered  or 
laminated  construction  to  prevent  shrinking,  cupping, 
warping,  etc.  We  guarantee  this  construction  to  re¬ 
main  flat.  When  solid  boards  are  used,  as  is  the  case 
when  a  cheaper  floor  is  required,  we  do  not  guarantee 
the  work  against  shrinking,  cupping,  warping,  etc., 
all  of  which  are  accentuated  by  conditions  in  the 
building  or  by  atmospheric  conditions. 

Plank  flooring  peculiarly  lends  itself  to  any  kind 
of  wood  that  is  in  keeping  with  the  architectural  re¬ 
quirements  or  the  furnishings  of  the  room.  The 
most  popular  execution  is  in  Teak  and  Oak.  When 
either  of  these  is  used  we  furnish  it  in  random 
grain  and  width,  the  boards  running  from  5"  in  width 
to  12".  The  grain  is  random  in  that  the  stock  is 
partly  plain  and  partly  figured.  This  is  in  order  to 
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more  fully  carry  out  the  true  interpretation  of  the 
earlier  floors  after  which  they  are  patterned  and 
which  floors  were  originally  hewn,  or  subsequently 
cut,  without  regard  to  the  figure  that  might  develop. 

When  Teak,  Walnut  or  other  Domestic  or  Im¬ 
ported  Cabinet  Woods  are  used  the  same  conditions 
as  to  width  and  ''run  of  stock"  are  applicable.  These 
woods  we  furnish  partly  in  figured  and  partly  in 
plain  stock  as  developed  by  the  particular  logs  used. 

Our  standard  thickness  for  plank  flooring  is  Zs" ■ 

These  floors  are  back-painted  with  asphalt  damp- 
resisting  paint  and  the  manufacture  and  installation 
can  be  accomplished  only  by  skilled  cabinet  makers. 

This  type  of  floor  is  secured  to  the  rough  flooring 
with  nails  and  with  screws.  The  screws  are  for  added 
security  in  making  a  solid  job  and  to  enable  the 
use  of  false  dowels  over  the  screw  heads,  which  are 
necessary  in  order  to  truly  reproduce  the  style. 

When  the  architectural  requirements  or  the  furnish¬ 
ings  follow  the  Early  French,  the  true  reproduction 
makes  necessary  the  use  of  "butterflies”  or  “dove 
tails,”  which  are  inserted,  half  in  each  of  two  ad¬ 
joining  boards,  recessed  flush  with  the  floor. 

Our  large  facilities  enable  us  to  furnish  and  to 
meet  individual  requirements  in  any  single  width 
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stock,  or  any  combination  of  widths  that  may  be 
desired  and  which  are  contrary  to  our  usual  speci¬ 
fications  as  to  widths  given  above.  We  furnish  for 
approval  complete  shop  drawings  of  each  room  and 
space  before  proceeding  with  manufacture,  and,  if 
desired  can  take  trees  or  lumber  from  our  client’s 
premises  and  cut  and  make  either  into  flooring  of  this 
type  for  his  home. 

We  also  offer  unusual  service  in  that  it  is  possible 
for  clients  to  pick  from  our  stock  certain  veneers  or 
flitches  of  veneers  which  they  may  particularly  like 
and  make  these  particular  veneers  or  flitches  into 
floors. 

By  use  of  a  “crack  line”  which  we  build  as  an  in¬ 
tegral  part  of  plank  flooring  when  desired,  and 
which  is  usually  made  of  Walnut,  Rosewood  or  some 
other  highly  contrasting  wood,  we  give  the  im- 
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(continued) 

pression  of  old  floors  with  dirt  in  the  opened  cracks. 

Floors  of  this  type  are  as  a  rule  purposely  rough 
planed  to  further  the  impression  of  age  which  often 
is  very  desirable. 

See  page  14  “Finishing  of  Wood  Floors, '  for 
suggestions  as  to  various  methods  of  finishing. 

We  recommend,  when  possible,  a  visit  to  our  show 
rooms  at  234  Rider  Avenue,  New  York,  where  we 
have  on  display  a  full  line  of  sample  panels  show¬ 
ing  various  combinations  both  as  to  kinds  of  wood 
and  variety  of  dowel  inserts. 

See  page  8  “History  of  Teak  Wood  for  In¬ 
terior  Floors,”  which  gives  interesting  and  instruc¬ 
tive  information  regarding  this  unusual  wood. 

A  partial  list  of  our  clientele  will  be  found  on 
page  19  of  this  catalogue.  This  list  constitutes 
the  only  reference  we  need  and  speaks  for  itself. 
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low”  in  a  comparatively  short  time,  getting  the  rich 
brown  color  showed  on  reproduction  of  Design  No. 

766. 

Texture. — Teak  is  oily.  It  is,  therefore,  practically 
impervious  to  atmospheric  conditions,  will  not 
readily  assimilate  moisture  and  will  not  act  in  ex¬ 
tremes  of  heat  and  cold  nor  dryness  and  moisture  to 
nearly  the  extent  of  other  woods. 

Ease  of  Care. — Due  to  its  oily  character,  Teak 
requires  only  very  little  attention  after  it  is  laid  and 
finished.  At  the  most,  a  dry  rubbing  occasionally 
and  a  very  light  application  of  wax  once  each  year 
is  sufficient.  The  cost  of  upkeep,  and  the  care  in 
upkeep  is  considerably  less  than  is  the  case  with 
other  woods. 

Teak  Wood,  in  common  with  other  woods,  is 
found  in  various  parts  of  the  world.  Species  from 
different  sections  have  different  characteristics,  but 
we  have  found  by  experience  that  the  only  species 
of  Teak  containing  all  of  the  admirable  flooring 
requirements  itemized  above,  is  the  Java  Teak. 

No  others  measure  up  to  it.  W’e  have,  therefore, 
discontinued  furnishing  any  Teak  except  the  Java 
and  use  it  exclusively. 


€> 


UNDER  the  direction  of  the  late  Mr. 

Stanford  White,  we  made,  about  thirty 
years  ago,  the  first  Teak  Wood  Floor 
used  for  interior  flooring  purposes,  in 
this  country.  This,  in  the  R.  D.  Win- 
throp  residence  at  Westbury,  N.  Y. 

The  natural  characteristics  of  this  wood  are  ideal 
for  flooring  purposes,  it  having  all  the  essential 
physical  properties  to  make  it  extremely  pleasing  in 
appearance,  while  requiring  very  little  care  or  atten¬ 
tion  for  upkeep. 

Since  the  first  installation,  we  have  laid  hundreds 
of  thousands  of  feet  of  this  flooring,  not  only  with¬ 
out  a  single  complaint,  but  with  universal  satisfac¬ 
tion  to  our  clients.  We  have,  in  fact,  scores  of  let¬ 
ters  in  which  have  been  expressed  to  us  appreciation 
for  our  suggestions  as  to  the  use  of  Teak  in  fine 
homes,  in  preference  to  other  woods. 

The  physical  properties  which  make  this  the  really 
outstanding  wood  for  fine  floors  include  the  fol¬ 
lowing: 

Color. — Neutral  (see  plate  No.  766),  which  per¬ 
mits  its  use  with  any  kind  of  interior  decoration. 
Requires  no  stain.  Ages  so  that  it  becomes  “mel- 
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IN  this  general  classification  may  be  placed  all 
the  varied  work  we  undertake,  under  the  di¬ 
rection  of  the  architect  or  decorator,  to  carry 
out  individual  ideas  in  patterns  of  parquetry 
or  marquetry.  These,  due  to  variety  in  ideas 
are  naturally  diversified  and  each  becomes  a  distinct 
item  of  manufacture,  thereby  retaining  its  indi¬ 
viduality. 

Especially  intricate  designs  may  also  be  taken 
under  this  heading  as  they,  too,  by  virtue  of  the  ad¬ 
justment  of  sizes  necessary  to  make  a  proper  layout 
in  the  individual  rooms,  become  a  special  unit  of 
manufacture. 

We  make  floors  of  this  general  type  of  thoroughly 
kiln  dried  material  /8"  thick.  Due  to  the  widths  of 
individual  pieces  or  center  panels  which  occur  in  so 
many  of  the  patterns,  this  floor  is  “built  up’’  by  using 
a  face  veneer  and  laminated  backing.  We  take  this 
precaution  in  order  that  the  floor,  when  laid,  may  be 
practically  free  from  action  resulting  from  damp¬ 
ness,  or  atmospheric  conditions. 

We  make  shop  drawings  of  rooms  or  spaces  for 
approval  in  every  case  where  a  floor  described  in 
this  section  is  to  be  used.  The  sizes  of  the  design 
are  adjusted  to  permit  full  patterns  being  laid  in  the 
room  or  space,  which  necessitates  working  in  very 
small  fractions  of  inches,  as  a  slight  error,  multi¬ 
plied  many  times,  by  the  repetition  of  the  pattern 
would  very  seriously  throw  out  of  alignment  the 
symmetry  of  the  room. 

Work  of  this  nature  is  executed  in  all  Domestic 
and  Foreign  Cabinet  Woods  and  the  curves  of  orna¬ 
mental  plaster  may  be  faithfully  reproduced  on  the 
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floor.  This  marquetry,  as  well  as  inlaid  work,  de¬ 
mands  that  we  employ  the  very  highest  type  of  skill 
it  is  possible  to  procure  from  the  modern  mechanic. 

Our  unconditional  guarantee  is  attached  to  any 
work  of  special  design  nature,  and  our  years  of  ex¬ 
perience  in  reproducing  and  building  most  intricate 
designs  carrying  out  the  creative  ideas  of  our  clients, 
have  enabled  us  to  attain  a  proficiency  in  this  line 
possible  only  by  training  mechanics  for  years.  In 
our  factory,  in  this  department,  we  have  mechanics 
whose  connection  with  us  ranges  from  15  to  40  years. 

Floors  of  this  type  are  back  painted  with  asphalt 
damp-resisting  paint  and  are  secured  to  the  under¬ 
floor,  depending  on  the  design,  with  nails  or  screws 
inserted  through  hidden  tongues  or  properly  covered 
by  plugs. 

Due  to  the  great  number  of  designs  coming  under 
this  heading,  we  are  showing  plates  of  only  a  few  of 
the  most  popular,  executed  in  a  variety  of  woods.  A 
full  description  of  the  design,  number  and  kind  of 
wood  will  be  found  with  each  plate. 

See  page  14  “Finishing  of  Wood  Floors,’’  for 
suggestions  as  to  various  methods  of  finishing. 

We  recommend,  when  possible,  a  visit  to  our  show 
rooms  at  234  Rider  Avenue,  New  York,  where  we 
have  on  display  a  full  line  of  sample  panels  of 
various  designs  executed  in  a  variety  of  woods 

See  page  8,  “History  of  Teak  Wood  for  In¬ 
terior  Floors,”  which  gives  interesting  and  instruc¬ 
tive  information  regarding  this  unusual  wood. 

A  partial  list  of  our  clientele  will  be  found  on 
page  19  of  this  catalogue.  This  list  constitutes 
the  only  reference  we  need  and  speaks  for  itself. 
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Design  N?  813  executed  in  South  Pacific  Walnut 
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Design  N?  735  executed  in  Quartered  White  OaD 
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Design  N?  149  executed  in  Tigerwood. 
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Design  N?  744  executed  in  Idahajua 
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Design  N?  835  executed  in  Figured  Teak 
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INDIANA  FLOORING  COMPANY 


“ From  Forest  to  Floor 


THIS  heading  might  properly  be  included 
with  the  “Design  Floors,”  as  all  par¬ 
quetry  work  is,  of  course,  “design.  Today, 
however,  the  term  “Parquet”  is  generally 
associated  with,  and  is  now  practically 
confined  to  those  conventional  designs  which  are  in 
common  usage.  In  a  broad  sense,  these  designs  may 
be  said  to  be  the  simplest  of  all  “Design  Floors,” 
and  the  majority  of  them  are  herein  illustrated  by 
drawings  which  outline  the  patterns. 

While  the  manufacture  of  parquet  is  by  no  means 
confined  to  Oak,  it  is  true  that,  due  to  the  popularity 
of  the  designs  and  the  general  satisfaction  given  by 
an  oak  floor,  either  quarter  sawed  or  plain  sawed, 
by  far  the  greater  percentage  of  all  Parquet  Floors 
are  made  of  Oak.  The  designs  as  such,  however, 
may  be  executed  in  any  wood  which  may  be  neces¬ 
sary  or  desirable  in  order  to  be  in  keeping  or  to 
harmonize  with  furnishings. 

In  addition  to  the  variety  of  grades  of  this  stock 
when  mechanically  produced  from  the  Oak  flooring 
described  in  the  following  pages,  we  manufacture 
from  thoroughly  kiln  dried  lumber  an  especially  se¬ 
lected  class  of  parquet,  run  thick,  carefully 
made  by  cabinet  makers  specializing  in  that  particu¬ 
lar  process.  This  stock  is  made  to  any  width  or 
length  which  may  be  determined  as  best  suited  for 
the  particular  room  or  space  to  be  covered,  and  is 
made  only  to  specification.  We  supply  this  in  either 
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PARQUET  FLOORS 

plain  oak  or  quartered  oak  of  stock  carefully 
selected  for  uniformity  of  grain  and  texture. 

The  mechanically  made  parquet,  to  which  refer¬ 
ence  is  made  above,  is  manufactured  lz/\§'  in 
thickness  and  the  lengths  run,  as  may  be  determined 
as  best  suited,  in  multiples  of  the  width  of  the  floor¬ 
ing.  This  stock  can  be  furnished  in  all  grades  of 
oak  flooring  which  are  quoted  in  detail  under  the 
heading  “"Oak  Flooring  Grading  Rules.”  See  page  16. 

The  sizes,  determined  by  the  limitations  as  stated 
above  for  stock  1S/16"  thick,  are  as  follows: 

D/2"  face  in  lengths  of  9" — 10j/2" — 12" — 15" — 18_. 

2%"  face  >n  lengths  of  6%" — 9" — 1 1%  — 15%  — *8  . 

All  stock  is  tongued  and  grooved  and  blind  nailed 
to  the  rough  floor.  Both  ends  are  grooved  and  floors 
are  laid  with  splines,  this  making  a  thoroughly  inter¬ 
locking  surface. 

See  page  14,  “Finishing  of  Wood  Floors,”  for 
suggestions  as  to  various  methods  of  finishing. 

See  page  8,  “History  of  Teak  Wood  for  Interior 
Floors,”  which  gives  interesting  and  instructive  in¬ 
formation  regarding  this  unusual  wood. 

Due  to  the  flexibility  of  our  organization,  we  have 
handled  the  very  largest  work  in  the  country.  Our 
installation  department  is  the  largest  in  the  United 
States  if  not  in  the  world.  The  thousands  of  con¬ 
tracts  we  have  executed  make  it  impractical  to 
submit  even  a  partial  list  of  jobs  or  clients,  due  to 
the  difficulty  of  selection. 
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PARQUET  DESIGNS 
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Block  Herringbone 


Parquet  Squares 


French  Herringbone 


Basket  Pattern 
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OAK  FLOORS 


WHAT  “yesterday”  was  reserved  for 
only  those  building  costly  homes  has 
“today”  become  a  necessity  in  every 
home.  The  word  “necessity”  is  ad¬ 
visedly  used  when  considering  the 
sanitation,  the  beauty  and  the  comparative  cost  of 
Oak  flooring  today  as  against  the  same  thing  only  a 
few  years  ago.  The  advent  of  modern  machinery 
and  efficient  distribution  methods  has  removed  from 
the  great  army  of  home  builders  the  necessity  for 
using  in  the  place  of  Oak  any  inferior  and  cheaper 
wood  for  flooring. 

For  all-round  purposes  in  connection  with 
Homes,  Club  Houses,  Apartment  Houses  and  Monu¬ 
mental  Work,  there  is  and  can  be  no  substitute  for 
Oak.  The  “King  of  the  Forest”  produces  flooring 
that  for  sheer  beauty  and  utility  cannot  be  matched. 

Our  Oak  lumber  is  properly  kiln  dried  to  a  mois¬ 
ture  content  not  over  that  of  the  section  of  the  coun¬ 
try  in  which  it  is  to  be  used  when  run  into  flooring. 
It  is  properly  manufactured,  carefully  graded  and  is 
without  competition  in  any  of  its  qualities,  and  its 
well  earned  popularity  is  proof  of  its  worth. 

On  page  16  are  quoted  the  grading  rules  under 
which  “IFCO”  Oak  flooring  is  marketed.  The  fol¬ 
lowing  are  the  standard  sizes: 

i3/ie"  thick  by  l'/2"  and  2/4"  face 
y&"  thick  in  V/2"  ar>d  2"  face 


(The  method  of  computing  the  required  number 
of  feet  of  flooring — lumber  count — to  cover  a  given 
area  will  be  found  in  the  table  on  page  18.) 

The  natural  characteristics  of  Oak,  the  dignity  of 
the  grain  and  its  proper  classification  as  the  premier 
cabinet  wood  in  this  country,  susceptible  as  it  is  of 
taking  a  beautiful  finish  and  ageing  so  as  to  ac¬ 
centuate  its  beauty  as  it  gets  older,  are  the  real 
properties  which  should  dictate  its  use  for  the  class 
of  work  mentioned  above. 

We  manufacture  IFCO  oak  flooring  at  our  own 
plant  at  Coal  Grove,  Ohio.  This  plant  is  located  in 
the  heart  of  the  country  where  grows  the  best  species 
in  the  world,  the  soft  textured  Appalachian  oak.  The 
Coal  Grove  factory  is  equipped  with  dry  kilns,  power 
plant,  warehouses  and  modern  machinery,  and 
is  manned  by  an  expert  crew.  It  is  situated  on  the 
N.  &  W.  railroad,  affording  splendid  shipping  facili¬ 
ties,  north,  south,  east  and  west. 

See  page  14,  “Finishing  of  Wood  Floors,”  for 
suggestions  as  to  various  methods  of  finishing. 

Due  to  the  flexibility  of  our  organization  we  have 
handled  the  very  largest  work  in  the  country.  Our 
installation  department  is  the  largest  in  the  United 
States  if  not  in  the  world.  The  thousands  of  con¬ 
tracts  we  have  executed  make  it  impractical  to  submit 
even  a  partial  list  of  jobs  or  clients,  due  to  the  dif¬ 
ficulty  of  selection. 
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MAPLE  FLOORS 
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FOR  use  in  places  where  utility  and  hard- 
wearing  surfaces  are  the  prime  requisite 
there  is  no  domestic  wood,  rior  is  there 
any  composition  floor  that  is  the  equal  of 
Hard  Maple.  Hard  Maple,  grown  in  the 
Michigan-Wisconsin  belt,  is  the  hardest  and  closest 
grained  domestic  wood  in  use  for  flooring  purposes. 
Northern  Hard  or  Rock  Maple  will  outwear  any 
granolithic  surface  and  for  use  in  School  House 
Class  Rooms  and  Gymnasiums,  Stores,  Factories, 
Dance  Halls,  etc.,  it  is  without  equal. 

Some  attempt  has  been  made  to  market  the  South¬ 
ern  or  soft  maple,  but  in  no  way  does  it  compare 
with  the  hard  maple  described  above. 

To  cover  the  vast  variety  of  uses  to  which  Maple 
flooring  is  adapted,  we  grade  as  described  on  page 
17  and  the  stock  is  made  in  various  standard  sizes, 
which  insure  the  possibility  of  selection  of  the 
proper  grade  and  size  for  any  requirement.  Our 
standard  sizes  are  as  follows: 

i%6"  thick  in  11/2",  2",  2|4",  314"  and  4"  face 
1  i/a6"  thick  in  2",  214",  314"  and  4"  face 
1  5/16"  thick  in  214"  and  3 >4"  face 
lii/i 8"  thick  in  2J4"  and  3J4"  face 
y&"  thick  in  1  /{'  and  2"  face 

(The  method  of  computing  the  required  number 
of  feet  of  flooring — lumber  count — to  cover  any 
given  space  will  be  found  in  the  table  on  page  18.) 

As  maple  is  the  wood  that  will  stand  the  greatest 
wear,  its  choice  as  flooring  for  factories  where  the 
heaviest  duty  possible  is  exacted,  has  led  to  the 
manufacture  of  a  special  square  edge  flooring  which 
makes  replacements  easier  and  which,  due  to 


its  being  nailed  through  the  face  and  having  a  lesser 
wastage  in  manufacture  (not  being  tongued  and 
grooved)  is  considerably  more  economical.  The 
standard  sizes  for  this  type  of  flooring  which  is 
known  as  “jointed”  are: 

1S/16"  thick  by  31/2"  face 
1  y16"  thick  by  31/2"  face 

All  maple  flooring  is  tongued  and  grooved  on  ends 
so  that  when  the  floor  is  laid  the  ends  cannot  raise, 
and  in  the  case  of  side  matched  flooring  (tongued 
and  grooved  sides)  the  entire  floor  becomes  one  unit. 

We  nail  the  matched  stock  through  the  tongue 
with  cut  steel  flooring  nails  and  when  scraped  it 
makes  the  very  best  and  hardest  floor  possible  for 
conditions  as  outlined  above. 

All  “1FCO”  Maple  flooring  is  kiln  dried  and  is 
manufactured  at  the  rate  of  1,000,000'  a  month  at 
our  own  plant  at  Reed  City,  Mich.  This  plant  is  the 
newest  and  most  up  to  date  in  the  Michigan-Wis¬ 
consin  field  and  is  fully  equipped  with  dry  kilns, 
power  plant,  storage  sheds,  etc.,  etc.  Reed  City 
is  very  favorably  located  for  both  East  and  West 
bound  shipments,  being  on  both  the  Pennsylvania 
and  Pere  Marquette  Railroads. 

See  page  14,  “Finishing  of  Wood  Floors,”  for 
suggestions  as  to  various  methods  of  finishing. 

Due  to  the  flexibility  of  our  organization  we  have 
handled  the  very  largest  work  in  this  country.  Our 
Installation  Department  is  the  largest  in  the  United 
States,  if  not  in  the  world.  The  thousands  of  con¬ 
tracts  we  have  executed  make  it  impractical  to 
submit  even  a  partial  list  of  jobs  or  clients  due  to 
the  difficulty  of  selection. 
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INDIANA  FLOORING  COMPANY 


“From  Forest  to  Floor” 


FINISHING  OF  WOOD  FLOORS 


I 


THE  diversified  nature  of  the  work  in 
which  “Wood  Floors”  are  used  makes  it 
necessary  to  give  attention  to  the  ques¬ 
tion  of  finish.  This  is  an  important  mat¬ 
ter,  and  in  order  to  segregate  general 
classifications,  we  have  divided  it  into  three  parts,  to 
cover  the  final  finish  of  various  types  of  work. 
These  we  will  take  up  in  order. 

First. — That  nature  of  high-class  work  in  connec¬ 
tion  with  which  it  may  reasonably  be  expected  that 
the  floors  will  receive  care  and  attention.  Generally 
this  would  apply  to  the  floors  described  in  this  cata¬ 
logue  under  the  following  headings: 

Plank  (or  Wide  Board)  flooring 
Special  design  flooring 

Parquet  flooring  when  used  in  high-class  resi¬ 
dential  or  special  work. 

When  installing  floors  of  this  type  we  prefer  to 
finish  completely  (waxing)  in  order  that  there  may 
be  no  division  of  responsibility  as  between  the 
finisher  and  ourselves.  We  are  proud  of  this  class 
of  workmanship,  or,  as  it  may  better  be  termed  “cabi¬ 
net-work”  and  prefer  to  accept  total  responsibility. 

We  recommend  as  a  finish — assuming  that  the 
floors  will  continue  to  receive  proper  attention — 


some  stain  of  suitable  shade  or  an  ammonia  stain 
and  a  final  finish  of  wax.  Consistent  and  continuous 
application  of  wax  well  rubbed  will  produce  the 
finest  finish  possible  and  will  preserve  the  floors, 
tending  to  hasten  the  ageing  so  that  ultimately  the 
floor  will  require  very  little  care.  This  point  is 
reached  just  as  quickly  as  the  veneer  becomes  per¬ 
meated  with  wax.  (See  footnote  regarding  wax.) 

Second. — That  class  of  work  which  is  in  the  gen¬ 
eral  classification  of  Residential  or  Apartment  House 
work  of  a  speculative  or  semi-speculative  nature,  or 
on  work  where  floors,  due  to  conditions  prevailing 
at  the  building,  will  not  have  the  intimate  care  which 
is  given  to  the  highest  class  of  work.  These  may 
generally  be  included  in  the  floors  described  in  this 
catalogue  under  the  following  headings: 

Parquet  flooring 

Oak  flooring  when  used  in  speculative  or  semi- 
speculative  work. 

The  methods  of  finishing  Oak  flooring  are  many. 
There  is  no  one  method,  varnish  finish,  shellac  fin¬ 
ish,  oil  finish,  etc.,  without  some  merit,  and  the 
proper  application  of  the  various  finishes  is  dictated 
by  their  manufacturers.  Where  proper  care  is  taken 
of  the  floor  and  of  the  finish,  and  where  the  floor  is 
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“ From  Forest  to  Floor” 
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rewaxed  from  time  to  time  as  previous  applications 
of  wax  penetrate  the  wood,  there  is  no  finish  that 
will  give  a  better  ultimate  appearance  than  will  wax. 
(See  footnote  regarding  wax.) 

Third. — The  finish  of  maple  flooring. 

Maple  flooring  where  a  finish  is  desired. 

The  final  finish  of  maple  flooring  is  an  item  which 
has  never  been  given  serious  thought  or  considera¬ 
tion.  This  is  natural,  as  by  far  the  very  largest  part 
of  all  the  maple  flooring  which  is  used  goes  into 
Schools,  Warehouses,  Factories,  Stores,  etc.,  etc., 
and  is  very  often  left  without  any  protecting  coat 
of  finish.  In  an  ordinary  floor,  it  is  the  finish  which 
wears  and  not  the  flooring,  but  in  a  place  where  the 
traffic  is  exceptionally  heavy,  the  matter  of  finish  is, 


FINISHING  OF  WOOD  FLOORS 

(CONTINUED) 

of  course,  of  little  import,  as  there  is  no  finish  which 
will  stand  the  heavy  duty  expected  of  the  floor  itself. 

Due  to  the  closeness  of  the  grain  in  maple,  a  wood 
filler  cannot  be  used  as  it  will  not  penetrate.  One 
coat  of  linseed  oil  may  be  applied.  This  will  act  as 
a  filler,  a  repellant  of  moisture,  and  an  undercoat  of 
finish.  Over  the  oil,  after  it  has  thoroughly  dried, 
may  be  applied  any  nature  of  varnish,  shellac  or 
wax  according  to  the  instructions  of  the  manufac¬ 
turers  of  these  articles.  Linseed  oil  will  naturally 
darken  the  maple  floor  and  for  that  reason  it  is  not 
used  on  dance  floors,  where  the  light  color  of  maple 
is  extremely  desirable.  Dance  floors  are  merely 
waxed,  which  operation  is  repeated  from  time  to 
time  as  may  be  necessary. 


SPECIAL  WAX 


It  might  be  noted  that  we  manufacture  for  our 
own  use  a  special  wax,  and  when  our  clients  wish 
we  furnish  it  to  them  at  nominal  charge.  We  be¬ 
lieve  that  this  is  advisable  as  the  wax  we  prepare 


is  in  our  opinion  without  equal  and  the  resultant 
effects  of  its  use  on  our  work  enhance  the  appear¬ 
ance  of  our  floors.  We  pack  this  wax  in  2-lb.,  4-lb., 
and  8-lb.  cans. 
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OAK  FLOORING  GRADING  RULES 


Quarter  Sawed 


Plain  Sawed 


Clear — Shall  have  one  face  practically  free  of 
defects  except  %  of  an  inch  of  bright  sap;  the  ques¬ 
tion  of  color  shall  not  be  considered. 

Bundles  to  be  2  feet  and  up,  not  to  exceed  20% 
under  4  feet.  Average  length  5  feet. 

Sap  Clear — Shall  have  one  face  practically  free 
of  defects,  but  will  admit  unlimited  bright  sap.  The 
question  of  color  shall  not  be  considered. 

Bundles  to  be  2  feet  and  up,  not  to  exceed  20% 
under  4  feet.  Average  length  5  feet. 

Select — May  contain  sap,  and  will  admit  pin 
worm  holes,  streaks,  slight  imperfections  in  work¬ 
ing  or  a  small,  tight  knot,  not  to  exceed  one  to  every 
3  feet  in  length. 

Bundles  to  be  1  foot  and  up,  not  to  exceed  35% 
under  4  feet.  Average  length  4  feet. 


Clear — Shall  have  one  face  practically  free  of 
defects  except  fg  of  an  inch  of  bright  sap ;  the  ques¬ 
tion  of  color  shall  not  be  considered. 

Bundles  to  be  2  feet  and  up,  not  to  exceed  20% 
under  4  feet.  Average  length  5  feet. 

Select — May  contain  sap,  and  will  admit  pin 
worm  holes,  streaks,  slight  imperfections  in  working 
or  a  small,  tight  knot,  not  to  exceed  one  to  every  3 
feet  in  length. 

Bundles  to  be  1  foot  and  up,  not  to  exceed  35% 
under  4  feet.  Average  length  4  feet. 

No.  1  Common — Shall  be  of  such  nature  as  will 
make  and  lay  a  sound  floor  without  cutting. 

Bundles  to  be  1  foot  and  up,  not  to  exceed  45% 
under  4  feet.  Average  length  3  feet. 

No.  2  Common — May  contain  defects  of  all  charac¬ 
ters,  but  will  lay  a  serviceable  floor  with  some  cutting. 

Bundles  to  be  1  foot  and  up.  Average  length  2J/2  feet. 


Note — Oak  Flooring  is  bundled  by  averaging  the  lengths.  A  bundle  may  include  pieces  from  6  inches 
under  to  6  inches  over  the  nominal  length  of  the  bundle.  No  piece  shorter  than  9  inches  admitted. 

The  percentage  under  4  feet  referred  to  above  apply  on  total  feetage  in  any  one  shipment  of  the  item. 
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Clear — Shall  have  one  face  practically  free  of 
all  defects,  but  the  question  of  color  shall  not  be 
considered.  Standard  lengths  in  all  widths  in  this 
grade  shall  be  trimmed  2  to  16  feet;  the  proportion 
of  lengths  2  to  ?>/2  feet  inclusive  shall  be  what  the 
stock  will  produce  up  to  20  per  cent. 

No.  1 — Will  admit  of  tight,  sound  knots  and  slight 
imperfections  in  dressing,  but  must  lay  without 
waste.  Standard  lengths  in  all  widths  in  this  grade 
shall  be  trimmed  \y2  to  16  feet;  the  proportion  of 
lengths  1 Z2  to  2>\/2  feet  inclusive  shall  be  what  the 
stock  will  produce  up  to  40  per  cent. 


MAPLE  FLOORING  GRADING  RULES 

Factory — Must  be  of  such  character  as  will  lay 
and  give  a  good  serviceable  floor,  with  some  cutting. 

Standard  lengths  in  all  widths  in  this  grade  shall  be 
trimmed  1  to  16  feet;  the  proportion  of  lengths  1 
to  3J/2  feet  inclusive  shall  be  what  the  stock  will  pro¬ 
duce  up  to  60  per  cent. 

Clear  White — Face  side  shall  be  free  from  all 
defects  and  to  be  especially  selected  for  white  color. 

Standard  lengths  in  all  widths  in  this  grade  shall  be 
trimmed  2  to  16  feet;  the  proportion  of  lengths  2  to 
3]/2  feet  inclusive,  shall  be  what  the  stock  will 
produce  up  to  20  per  cent. 
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HOW  TO  FIGURE 

Use  the  following  schedule  of  percentages  of  thickness  and  tonguing  and  groov¬ 
ing  waste  in  order  to  determine  the  required  number  of  feet  of  hardwood  strip  flooring 
(lumber  measure)  for  covering  any  area. 

Parquet  flooring  is  figured  as  actual  surface,  no  allowance  being  necessary  for 
tonguing  and  grooving. 

Add  to  area  to  be  covered 


Finished  sizes 
Thickness  Face 

Rough 

Thickness 

sizes 

Width* 

First 

for  thickness 

Then  to  total 
obtained,  for  width 

%" 

i  y>" 

i" 

2" 

None 

33(4  % 

(Vs) 

%" 

2" 

i" 

2(4" 

None 

25% 

((4) 

13/io" 

1(4" 

i" 

2(4" 

None 

50% 

(%) 

13/ie" 

2" 

i" 

2/4" 

None 

37(/2  % 

(%> 

13/ie" 

2(4" 

i" 

3" 

None 

331/3  % 

((4) 

13/e" 

3(4" 

i" 

4" 

None 

23(43% 

(%3) 

13/ie" 

*3(4" 

i" 

*4" 

None 

*14(4  % 

(%) 

13/l6" 

4" 

l" 

4(4" 

None 

•8%  % 

(%e) 

tVie" 

2" 

iy4" 

2(4" 

25%  ((4) 

37(4  % 

(%) 

iKe" 

2(4" 

i(4" 

3" 

25%  ((4) 

33(4  % 

((4) 

1  Vie" 

3(4" 

i(4" 

4" 

25%  ((4) 

23i/13% 

(%3) 

me" 

*3(4" 

i(4" 

25%  ((4) 

*14%  % 

(Vt) 

l(4o" 

4" 

i(4" 

4(4" 

25%  ((4) 

18%  % 

(%e) 

lS/l6" 

2(4" 

1(4" 

3" 

50%  ((4) 

33%  % 

(Vs) 

15/i6" 

3(4" 

1(4" 

4" 

50%  ((4) 

231/3% 

( %3 ) 

l%e" 

*3(4" 

1(4" 

*4" 

50%  ((4) 

*14%  % 

(%) 

In/V' 

2(4" 

2" 

3" 

100%  (double) 

33%  % 

((4) 

3(4" 

2" 

4" 

100%  (double) 

231/3% 

(%a) 

1  me" 

*3(4" 

2" 

*4" 

100%  (double) 

*14%  % 

(%) 

indicates  Jointed  (squar 

e  edged)  flooring  which  is  not  tongued  and  grooved. 

Note 

that  due 

to  the  practice 

in  the 

lumber  business  of  measuring  all 

lumber 

and  lumber  products  that  are  thinner  than  \"  as  \"  (making  the  adjustment  of  the  bulk 
in  the  price  of  the  lumber  or  the  article),  all  flooring  thinner  than  1"  is  measured  as  a 


rough  thickness  of  1".  Likewise,  due  to  the  practice  in  the  lumber  industry  of  measur¬ 
ing  all  lumber  or  lumber  products  thicker  than  1"  as  the  actual  thickness  of  the  lumber 
(or  the  nearest  standard  thickness,  in  the  case  of  lumber  products),  that  flooring  which 
is  thicker  than  \"  is  measured  as  the  next  thicker  standard  of  lumber  thickness. 
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INDIANA  FLOORING  COMPANY 


"From  Forest  to  Floor" 


NOTEWORTHY  INSTALLATIONS 


ARIZONA 

Mr.  William  Ziegler 

Noroton 

Hon.  W.  A.  Clark 

Jerome 

Mr.  R.  A.  Clark 

Pomfret 

Mr.  A.  B.  Moran 

Ridgefield 

CALIFORNIA 

Mr.  J.  Langeloth 

Riverside 

Mrs.  H.  P.  Carolan 

Hillsbro 

Mr.  Chas.  F.  Rogers 

Salisbury 

Mr.  H.  E.  Huntington 

Los  Angeles 

Mr.  Wm.  P.  Eno 

Saugatuck 

Mr.  M.  L.  Flood 

San  Francisco 

Mr.  Duncan  Harris 

South  Norwalk 

Mr.  J.  L.  Flood 

San  Francisco 

Mr.  B.  D.  Reigel 

Mr.  H.  0.  Havemeyer 

Southport 

Stamford 

COLORADO 

Mr.  Henry  Miller 

Stamford 

Mr.  C.  B.  Kountze 

Denver 

Mr.  Norman  B.  Ream 

Thompson 

Mr.  J.  A.  Thacher 

Pueblo 

Mr.  J.  T.  Sullivan 

Waterbury 

CONNECTICUT 

DELAWARE 

Mr.  P.  T.  Barnum 

Bridgeport 

Mr.  Alfred  I.  duPont 

Wilmington 

Mr.  E.  C.  Converse 

Greenwich 

Mr.  Eugene  duPont 

Wilmington 

Russel  Cowles 

Greenwich 

Miss  Irene  duPont 

Wilmington 

Mr.  L.  W.  Dommerich 

Mr.  N.  T.  Gurnsey 

Greenwich 

Greenwich 

Mr.  H.  Victor  Gause 

Wilmington 

Mr.  A.  W.  Johnson 

Greenwich 

DISTRICT  OF  COLUMBIA 

Mr.  J.  P.  Laflin 

Greenwich 

Academy  of  Science  Bldg. 

Washington 

Mr.  G.  E.  Leonard 

Greenwich 

Administration  Bldg. 

Washington 

Mr.  Clifford  L.  Mallory 

Greenwich 

Daughters  of  the  American  Revolution 

Mr.  Grant  Simmons 

Greenwich 

American  Red  Cross  Bldg. 

Washington 

Mr.  Z.  G.  Simmons 

Greenwich 

Hon.  T.  T.  Ansberry 

Washington 

Mr.  Z.  G.  Simmons,  Jr. 

Greenwich 

Argentine  Embassy 

Washington 

Mr.  J.  N.  Phelps  Stokes 

Greenwich 

Hon.  Joseph  W.  Bailey 

Washington 

Mr.  Henry  J.  Topping 

Greenwich 

Hon.  Perry  Belmont 

Washington 

Mr.  A.  H.  Wiggin 

Greenwich 

Hon  R.  W.  Bliss 

Washington 

Mr.  Ira  Dimock 

Hartford 

Mrs.  Zachary  Chandler 

Washington 

Mr.  Jas.  M.  Thomson 

Hartford 

Hon.  J.  Harry  Covington 

Washington 

Mr.  H.  R.  Towne 

Litchfield 

Cuban  Embassy 

Washington 

Mr.  J.  H.  Whittemore 

Naugatuck 

Grace  Dodge  Memorial 

Washington 

Mr.  L.  H.  Lapham 

New  Canaan 

Mr.  Thomas  T.  Gaff 

Washington 

Mr.  F.  F.  Brewster 

New  Haven 

Mr.  C.  C.  Glover 

Washington 

Mr.  W.  Converse 

New  Haven 

Hon.  Breckinridge  Long 

Washington 

St.  Anthony’s  Hall 

New  Haven 

Hon.  Martin  BL  Madden 

Washington 

Mr.  N.  W.  Kendall 

New  Haven 

Mexican  Embassy 

Washington 

Mr.  A.  Mendell 

New  Haven 

Mrs.  F.  P.  Mitchell 

Washington 

Mr.  Victor  M.  Tyler 

New  Haven 

Mr.  Clarence  Moore 

Washington 

Yale  University 

New  Haven 

Netherlands  Legation 

Washington 

Chemistry  Bldg. 

Mrs.  Geo.  M.  Pullman 

Washington 

Hall  of  Forestry 

Mr.  Sylvanus  Stokes 

Washington 

Mr.  C.  S.  Guthrie 

New  London 

Walker  Hotel 

Washington 

White  House 

Washington 

KENTUCKY 

Mr.  Beriah  Wilkins 

Washington 

Mr.  J.  B.  Haggin 

Lexington 

FLORIDA 

LOUISIANA 

Mr.  James  Deering 

Miami 

Mr.  T.  M.  Howard 

New  Orleans 

Mr.  J.  H.  Snowden 

Miami 

Mr.  Joshua  S.  Cosden 

Palm  Beach 

MAINE 

Mr.  H.  C.  Phipps 

Palm  Beach 

Hon.  John  S.  Hyde 

Bath 

Mr.  J.  S.  Phipps 

Palm  Beach 

Mr.  Wm.  Hy  Clifford 

Portland 

GEORGIA 

MARYLAND 

Mr.  Hugh  Richardson 

Atlanta 

Mrs.  Hy  Barton  Jacobs 

Baltimore 

Mr.  Jacob  Phinizy 

Augusta 

Mr.  Wm.  A.  Marburg 

Baltimore 

Oglethorpe  Club 

Savannah 

Mr.  H.  Walter 

Baltimore 

ILLINOIS 

Mr.  J.  LeRoy  White 

Baltimore 

Mr.  H.  C.  Brown 

Brooklandville 

Mr.  Ogden  Armour 

Chicago 

Mr.  John  F.  Wilkins 

Rockville 

Mr.  P.  D.  Armour 

Chicago 

Mr.  Chauncey  J.  Blair 

Chicago 

MASSACHUSETTS 

Mr.  Edward  T.  Blair 

Chicago 

Mr.  Oliver  Ames 

Boston 

Mr.  Richard  T.  Crane,  Jr. 

Chicago 

Mr.  C.  W.  Barron 

Boston 

Dr.  Geo.  S.  Isham 

Chicago 

Mass.  Institute  of  Technology 

Boston 

Mr.  C.  H.  McCormick 

Chicago 

President’s  House 

Mr.  Ed.  Morris 

Chicago 

Dormitory 

Mr.  Potter  Palmer 

Chicago 

Mr.  Horace  Morrison 

Boston 

Mr.  Geo.  M.  Pullman 

Chicago 

Miss  Grace  Nichols 

Boston 

Mr.  F.  D.  Stout 

Chicago 

Mr.  Alfred  Douglas 

Brookline 

Mr.  Ralph  James 

Evanston 

Mr.  A.  S.  Howe 

Brookline 

Mr.  W.  S.  Mason 

Evanston 

Mr.  J.  M.  Longyear 

Brookline 

Northwestern  University 

Evanston 

Mr.  R.  W.  Sears 

Brookline 

Mr.  Samuel  Insull 

Libertyville 

Mr.  Robert  G.  Shaw.  2d 

Brookline 

INDIANA 

S.  K.  Club 

Widener  Memorial 

Cambridge 

Cambridge 

Mr.  Paul  M  Taylor 

Huntington 

Mr.  E.  P.  Charlton 

Fall  River 

Mr.  J.  A.  Allison 

Indianapolis 

Mr.  H.  Fahnestock 

Lenox 

Mr.  S.  A.  Fletcher 

Indianapolis 

Mr.  Girard  Foster 

Lenox 

Mr.  H.  Ivnippenberg 

Indianapolis 

Mr.  J.  F.  Schenck 

Lenox 

Mr.  H.  McK.  Landon 

Indianapolis 

Mr.  John  Sloane 

Lenox 

Mr.  C.  B.  Sommers 

Indianapolis 

Mr.  Ross  W.  Whistler 

Lenox 

Mr.  F.  H.  Wheeler 

Indianapolis 

Mr.  H.  C.  Tenny 

Methuen 

IOWA 

Mrs.  S.  Backman 

Newburyport 

Mr.  E.  Pope  Sampson 

Pittsfield 

Mr.  E.  J.  Curtis 

Clinton 

Mr.  H.  C.  Frick 

Prides 

Mr.  G.  L.  Curtis 

Clinton 

Mr.  Bayard  Warren 

Prides 
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Col.  E.  H.  Green  South  Dartmouth 

Mr.  Chester  W.  Bliss 

Springfield 

Mr.  E.  S.  Brewer 

Springfield 

Federal  Land  Bank 

Springfield 

Mr.  D.  B.  Wesson 

Springfield 

Mr.  Wm.  H.  Clark 

Stockbridge 

Mr.  H.  E.  Gale 

Swampscott 

Mr.  Bradley  W.  Palmer 

Topsfield 

Mr.  W.  H.  Baltzell 

Wellesley 

Chapin  Hall 

Williamstown 

Williams  College 

Williamstown 

Mr.  Lyman  F.  Gordon 

Worcester 

Mr.  E.  Buckley  Smith 

Worcester 

Worcester  Academy 

Worcester 

MICHIGAN 

University  of  Michigan 

Ann  Arbor 

Mr.  Henrv  Ford 

Dearborn 

Mr.  J.  M.  Book,  Jr. 

Detroit 

Mr.  G.  0.  Ellis 

Detroit 

Mr.  Frank  J.  Hecker 

Detroit 

Capt.  J.  FI.  Poole 

Detroit 

Mr.  Oren  Scotten 

Detroit 

Mr.  A.  L.  Stephens 

Detroit 

Y.  W.  C.  A. 

Detroit 

Mr.  C.  S.  Mott 

Flint 

Mr.  Paul  Deming 

Grosse  Pointe 

Mr.  D.  M.  Ferry 

Grosse  Pointe 

Mr.  E.  L.  Ford 

Grosse  Pointe 

Mr.  J.  S.  Newberry 

Grosse  Pointe 

Mr.  J.  Brooks  Nichols 

Grosse  Pointe 

Mr.  J.  B.  Schlotman 

Grosse  Pointe 

Mr.  E.  D.  Speck 

Grosse  Pointe 

Dr.  H.  N.  Torry 

Grosse  Pointe 

Hon.  Benton  Hanchett 

Saginaw 

Mr.  C.  R.  Ring 

Saginaw 

MINNESOTA 

Mr.  Jay  C.  Hormel 

Austin 

Mr.  John  Millen 

Duluth 

Art  Museum 

Minneapolis 

Mr.  James  Ford  Bell 

Minneapolis 

Federal  Reserve  Bank 

Minneapolis 

Mr.  Chas.  G.  Gates 

Minneapolis 

Mr.  C.  S.  Pillsbury 

Minneapolis 

Mr.  F.  C.  Pillsbury 

Minneapolis 

Mr.  E.  C.  Warner 

Minneapolis 

Mr.  John  Washburn 

Minneapolis 

Mr.  F.  B.  Wells 

Minneapolis 

Mr. 

Fred  B.  Hill 

Northfield 

Hill 

Library 

St.  Paul 

MISSOURI 

Mr. 

Bernard  Corrigan 

Kansas  City 

Mr. 

Walter  S.  Dickey 

Kansas  City 

Mr. 

0.  D.  Smart 

Kansas  City 

Mr. 

Claud  Kilpatrick 

St.  Louis 

Hon. 

,  Breckinridge  Long 

St.  Louis 

Mr. 

C.  D.  McLure 

St.  Louis 

NEW  HAMPSHIRE 

Mrs. 

Clarence  L.  Hay 

Newberg 

Mr. 

W.  Langdon 

Portsmouth 

NEW  JERSEY 

Mr. 

Tobn  Ringling 

Alpine 

Mr. 

W.  P.  Bliss 

Bernardsville 

Hon 

.  J.  F.  Dryden 

Bemardsville 

Col. 

A.  R.  Kuser 

Bernardsville 

Mr. 

F.  G.  Lloyd 

Bernardsville 

Gen’l  E.  P.  Meany 

Convent 

Mr. 

S.  Guggenheim 

Elberon 

Mr. 

Samuel  Sacks 

Elberon 

Mr. 

Wm.  J.  Hutchinson 

Englewood 

Mr. 

C.  Ledyard  Blair 

Far  Hills 

Mr. 

W.  G.  Ladd 

Far  Hills 

Mr.  James  C.  Brady 

Gladstone 

Elks  Club 

Jersey  City 

Mr. 

Geo.  Gould 

Lakewood 

Mr. 

Park  M.  Walley 

Long  Branch 

Mr. 

Leland  N.  Ross 

Madison 

Mr. 

Robert  C.  Anderson 

Montclair 

Mr. 

Geo.  E.  Kissel 

Morristown 

Mr. 

C.  H.  Mellon 

Morristown 

Mr. 

Paul  Moore 

Morristown 

Mr. 

James  L.  Pyle 

Morristown 

Mr. 

Seth  Thomas 

Morristown 

Mr. 

Theodore  N.  Vail 

Morristown 

Mr. 

Wm.  Clark 

Newark 

Mr. 

Edgar  W.  Heller 

Newark 

Mr. 

Halsey  M.  Larter 

Newark 

Prudential  Ins.  Co. 

Newark 

Mr. 

Thomas  A.  Edison 

Orange 

Mr. 

Thomas  Barbour 

Paterson 

Mr. 

Gerard  B.  Lambert 

Princeton 

Mr. 

Geo.  Crocker 

Ramsey 

Mr. 

Fred’k  C.  Earl 

Red  Bank 

Mr. 

M.  Maloney 

Spring  Lake 
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Mr.  Mai  com  Mac  Kay 

Tenafly 

Col.  A.  Roebling 

Trenton 

Bishop  Scarborough 

Trenton 

NEW  YORK 

Mr.  B.  W.  Arnold 

Albany 

Mr.  Wm.  Barnes,  Jr. 

Albany 

Mrs.  J.  P.  Ord 

Albany 

Mr.  R.  C.  Pruyn 

Albany 

Mr.  Marcus  T.  Reynolds 

Albany 

Mr.  J.  W.  Tillinghast 

Albany 

Mr.  John  Barnes 

Amsterdam 

Mr.  Ambrose  P.  Fitzjames 

Amsterdam 

Mr.  Geo.  Kellog 

Amsterdam 

Mr.  E.  W.  Bliss 

Bay  Ridge 

Mr.  Arthur  Iselin 

Bedford 

Mr.  J.  E.  Berwind 

Bridgehampton 

Mr.  H.  N.  Corwith 

Bridgehampton 

Yankee  Stadium 

Bronx 

Mr.  E.  T.  Bedford 

Brooklyn 

Mr.  F.  B.  Pratt 

Brooklyn 

Mr.  C.  W.  Seamans 

Brooklyn 

S.  S.  America 

Brooklyn 

Judge  Daniels 

Buffalo 

Gen’l  Geo.  S.  Field 

Buffalo 

Mr.  F.  H.  Goodyear 

Buffalo 

Mr.  Wm.  Hamlin 

Buffalo 

Mr.  Spencer  Kellog 

Buffalo 

Mfg.  &  Trades  Nat.  Bank 

Buffalo 

Mr.  Hans  Schmidt 

Buffalo 

Mr.  Robert  McClellan 

Cambridge 

Mr.  J.  McKechnie 

Canandaigua 

Dr.  Walter  B.  James  Cold  Spring  Harbor 
Mr.  W.  Jennings  Cold  Spring  Harbor 

Mr.  Otto  H.  Kahn 

Cold  Spring 

Mr.  J.  Fenimore  Cooper 

Cooperstown 

Mr.  Edwin  Gould 

Dobbs  Ferry 

Mr.  J.  B.  Rathbone 

Elmira 

Mr.  A.  A.  Chalmers 

Fonda 

Prof.  H.  F.  Osborn 

Garrison 

Mr.  Wm.  Church  Osborne 

Garrison 

Mr.  L.  D.  Collins 

Geneva 

Mr.  Wright  Duryea 

Glen  Cove 

Mr.  W.  L.  Harkness 

Glen  Cove 

Mr.  J.  P.  Morgan 

Glen  Cove 

Mr.  H.  L.  Pratt 

Glen  Cove 

Mr.  Theodore  Pratt 

Glen  Cove 

Mr.  F.  W.  Woolworth 

Glen  Cove 

Mr.  E.  L.  Young 

Glen  Cove 

Mr.  John  G.  Berquist 

Glen  Cove 

Mr.  Geo.  S.  Brewster 
Mr.  E.  H.  Harriman 
Mme.  Galli-Curci 
Mr.  Marshall  Field,  3d 
Col.  J.  J.  Astor 
Mr.  M.  S.  Betzhoover 
Mr.  Fred  B.  King 
Mr.  Dan’l  G.  Reid 
Mr.  J.  F.  Carlisle 
Mr.  Horace  Havemeyer 
Mr.  J.  B.  Stanchfield 
Mr.  Herbert  M.  Harriman 
Mr.  W.  K.  Vanderbilt 
Mr.  Aug.  W.  Reynold 
Mr.  H.  W.  Lowell 
Mr.  J.  E.  Aldred 
Mr.  John  Anderson 
Mr.  C.  K.  G.  Billings 
Mr.  Amos  D.  Carver 
Mr.  Paul  D.  Cravath 
Mr.  Henry  P.  Davison 
Mr.  W.  D.  Guthrie 
Mr.  Theo.  Havemeyer 
Mr.  J.  R.  Hegeman 
Mr.  J.  C.  Baldwin,  Jr. 
Mr.  R.  S.  Brewster 
Mr.  S.  R.  Van  Duzer 
Mr.  C.  O.  Iselin 
Col.  DeLancey  Kane 
Mr.  R.  B.  Ward 
Mr.  C.  B.  Alexander 
Mr.  J.  D.  Archbold 
Mr.  H.  O.  Armour 
Mr.  John  Jacob  Astor 
Mr.  Geo.  F.  Baker 


Glen  Head 
Harriman 
Highmount 
Huntington 
Hyde  Park 
Irvington 
Irvington 
Irvington 
Islip 
Islip 
Islip 
Jericho 
Jericho 
Kingston 
Lockport 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Locust  Valley 
Mamaroneck 
Mt.  Kisco 
Mt.  Kisco 
Newburgh 
New  Rochelle 
New  Rochelle 
New  Rochelle 
58th  St.,  N.  Y. 
37th  St.,  N.  Y. 
5th  Ave.,  N.Y. 
5th  Ave.,  N.  Y. 
Madison  Ave.,  N.  Y. 


Mrs.  O.  H.  P.  Belmont  Madison  Ave.,  N.  Y. 
Mr.  Perry  Belmont  5th  Ave.,  N.  Y. 

Mr.  E.  J.  Berwind  64th  St.,  N.  Y. 

Mr.  C.  K.  G.  Billings  Ft.  Wash.  Ave.,  N.  Y. 
Mr.  C.  Ledyard  Blair  5th  Ave.,  N.  Y. 
Mr.  Dewitt  C.  Blair  61st  St.,  N.  Y. 

Mr.  Geo.  Blumenthal  70th  St.,  N.  Y. 

Mr.  Betram  H.  Borden  68th  St.,  N.  Y. 

Mr.  Geo.  S.  Brewster  Park  Ave.,  N.  Y. 
Mr.  Andrew  Carnegie  5th  Ave.,  N.  Y. 
Cathedral  St.  John  Divine  New  York  City 
Mr.  Robt.  A.  Chesebrough 

Madison  Ave.,  N.  Y. 
Hon.  Joseph  H.  Choate  63d  St.,  N.  Y. 

Mr.  Henry  Clews  40th  St.,  N.  Y. 
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NOTEWORTHY  INSTALLATIONS 

(continued) 


Colony  Club 
Columbia  University 

Business  Bldg. 

Faculty  Club 
Mr.  J.  D.  Crimmins 
Mr.  Geo.  Crocker 
Mr.  C.  A.  Dana 
Hon.  C.  M.  Depew 
Mr.  O.  L.  Dommerich 
Mr.  Jos.  W.  Drexel 
Mr.  B.  N.  Duke 
Mr.  J.  B.  Duke 
Mr.  Henry  F.  duPont 
Duveen  Bros. 

Mr.  Joseph  Eastman 
Mr.  Amos  Eno 
Mr.  Ernesto  G.  Fabbri 
Mr.  Harris  Fahnestock 
Mr.  Stuyvesant  Fish 
Mr.  H.  H.  Flagler 
Mr.  J.  Forstmann 
Mr.  H.  C.  Frick 
Mr.  Michael  Friedsman 
Mr.  F.  Fruenauff 
Mr.  E.  H.  Gary 
Mr.  Elbridge  T.  Gerry 
Mr.  Edwin  Gould 
Mr.  Jay  Gould 
Gen.  U.  S.  Grant 
Mr.  R.  Guggenheimer 
Mr.  J.  B.  Haggin 
Mr.  C.  W.  Harkness 
Mr.  Edward  S.  Harkness 
Mr.  E.  H.  Harriinan 
Mr.  J.  B.  Harriman 
Mr.  Henry  Havemeyer 
Mr.  G.  G.  Haven,  Jr. 
Hon.  W.  B.  Hornblower 


Park  Ave.,  N.  Y. 
116th  St.,  N.  Y. 


68th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
Madison  Ave.,  N.  Y. 
45th  St.,  N.  Y. 
69th  St.,  N.  Y. 
Madison  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.  N.  Y. 
Park  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
70th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
95th  St.,  N.  Y. 
66th  St.,  N.  Y. 
78th  St.,  N.  Y. 
Park  Ave.,  N.  Y. 
71st  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
68th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
66th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
75th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
49th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
53d  St., 

S9th  St., 


N.  Y. 
N.  Y. 


Mr.  Archer  M.  Huntington  5th  Ave.,  N.  Y. 


Mr.  C.  P.  Huntington 
Mr.  W.  L.  Hvde 
Mr.  W.  E.  Isclin 
Mr.  Bray  ton  Ives 
Mr.  A.  D.  Juilliard 
Mr.  J.  F.  Kernochan 
Mrs.  Iv.  L.  Kernochan 
Knickerbocker  Club 
Hon.  Daniel  S.  Lamont 
Mr.  Joseph  Lewisohn 
Metro.  Life  Ins.  Co. 


5th  Ave.,  N.  Y. 
70th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
39th  St.,  N.  Y. 
57th  St.,  N.  Y. 
Park  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
53d  St.,  N.  Y. 
57th  St.,  N.  Y. 
New  York  City 


Mr.  D.  O.  Mills 
Miss  Anne  Morgan 
Mr.  J.  P.  Morgan 
Morgan  Bank 
Hon.  Levi  P.  Morton 
Mutual  Life  Ins.  Co. 

National  Democratic  Club 

Madison  Avi 


5th  Ave.,  N.  Y. 
Sutton  Place,  N.  Y. 
Madison  Ave.,  N.  Y. 
Wall  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
New  York  City 


N.  Y.  Public  Library 
Mrs.  Hermann  Oelrichs 
Mr.  Henry  Phipps 
Mr.  Morton  F.  Plant 
Mr.  Harold  I.  Pratt 
Mr.  John  T.  Pratt 
Mr.  Joseph  Pulitzer 
Mr.  Percy  R.  Pyne 


N.  Y. 


5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
87th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
68th  St.,  N.  Y. 
61st  St.,  N.  Y. 
73d  St.,  N.  Y. 
Park  Ave.,  N.  Y. 


Racquet  and  Tennis  Club  Park  Ave.,  N.  Y. 
Mr.  G.  Redmond  Park  Ave.,  N.  Y. 

Mr.  D.  G.  Reid  5th  Ave.,  N.  Y. 

Hon.  Whitelaw  Reid  Madison  Ave.,  N.  Y. 
Mr.  W.  Rhinelander  48th  St,  N.  Y. 

Hon.  Elihu  Root  69th  St.,  N.  Y. 

Mr.  J.  D.  Rockefeller,  Jr.  54th  St.,  N.  Y. 
Mr.  Wm.  Rockefeller 


Mr.  Thos.  F.  Ryan 
Mrs.  Russell  Sage 
Hotel  St.  Regis 
Hotel  Savoy 
Mr.  W.  J.  Schieffelin 
Mr.  Jacob  Schiff 
Mr.  Mortimer  L.  Schiff 
Mr.  Grant  B.  Schley 
Mr.  Chas.  Scribner 
Mr.  H.  F.  Sinclair 
Mr.  H.  T.  Sloane 
Mr.  John  Sloane 
Mr.  Wm.  Sloane 
Mr.  W.  D.  Sloane 
Mr.  James  Speyer 
Standard  Oil  Co. 

Dr.  M.  Allen  Starr 
Mr.  Joseph  Stickney 
Mr.  W.  D.  Straight 
Mr.  H.  McK.  Twombly 
University  Club 
Mr.  Samuel  Untermeyer 
Mr.  C.  Vanderbilt 
Mr.  W.  K.  Vanderbilt 
Hotel  Waldorf-Astoria 
Mr.  W.  Storris  Wells 
Mr.  Payne  Whitney 


5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
66th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
38th  St.,  N.  Y. 
79th  St.,  N.  Y. 
68th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
Park  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
Broadway,  N.  Y. 
54th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
57th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 


Hon.  Wm.  C.  Whitney 
Mr.  Orme  Wilson,  Jr., 
Mr.  F.  W.  Woolworth 
Mr.  C.  T.  Yerkes 
Mr.  Wm.  Ziegler,  Jr. 

Mr.  F.  G.  Bourne 
Mr.  W.  K.  Vanderbilt 
Hon.  Whitelaw  Reid 
Col.  E.  A.  McAlpin 
Mr.  Geo.  T.  Brewster 
Mr.  Gurnsey  Curran 
Mr.  Nelson  Doubleday 
Mr.  Walter  Farwell 
Mr.  Sterling  Postley 
Mr.  Mortimer  Schiff 
Mrs.  Lydia  Thorn  Taylor 
Mr.  M.  Sowles 
Mr.  J.  D.  Rockefeller 
Mr.  James  A.  Stillman 
Mr.  Robert  Law,  Jr. 

Mr.  Hobart  Park 
Mr.  Vincent  Astor 
Mrs.  O.  H.  P.  Belmont 
Mr.  Howard  Gould 
Mr.  E.  F.  Luckenback 
Vassar  College 
Mr.  S.  D.  Babcock 
Mr.  G.  P.  Morosini 
Mr.  Percy  R.  Pyne 
Mr.  F.  C.  J.  Deininger 
Mr.  Geo.  Eastman 
Mr.  A.  F.  Nellis 
Mr.  D.  W.  Powers 
Mr.  P.  M.  Van  Derenter 
Mr.  A.  F.  Carpenter 
Mrs.  W.  J.  P.  Kingsley 
Mr.  F.  M.  Potter 
Mr.  Nicholas  F.  Brady 
Mr.  Childs  Frick 
Mr.  Clarence  Mackay 
Mr.  Stanley  Mortimer 
Mr.  W.  L.  Sheehan 
Mr.  Harry  Payne  Whitney 
Mr.  Pliny  Fisk 
Mr.  James  W.  Lane 
Mr.  W.  D.  Thornton 
Mr.  Daniel  Guggenheim 
Mr.  F.  N.  Hoffstot 
Misses  Griffith 
Ex-Judge  Hilton 


5th  Ave.,  N.  Y. 
64th  St.,  N.  Y. 
5th  Ave.,  N.  Y. 
5th  Ave.,  N.  Y. 
63rd  St.,  N.  Y. 
Oakdale 
Oakdale 
Ophir  Farm 
Ossining 
Oyster  Bay 
Oyster  Bay 
Oyster  Bay 
Oyster  Bay 
Oyster  Bay 
Oyster  Bay 
Oyster  Bay 
Plattsburg 
Pocantico  Hills 
Pocantico  Hills 
Port  Chester 
Port  Chester 
Port  Washington 
Port  Washington 
Port  Washington 
Port  Washington 
Poughkeepsie 
Riverdale 
Riverdale 
Riverdale 
Rochester 
Rochester 
Rochester 
Rochester 
Rochester 
Rome 
Rome 
Rome 
Roslyn 
Roslyn 
Roslyn 
Roslyn 
Roslyn 
Roslyn 
Rye 
St.  James 
St.  James 
Sands  Point 
Sands  Point 
Saratoga 
Saratoga 


Dr.  C.  L.  McKnight 
Mr.  E.  F.  Shepard 
Mr.  James  Speyer 
Mr.  F.  A.  Vanderlip 
Mr.  Chas.  G.  Ellis 
Mr.  Thomas  L.  Chadbourne 
Mr.  R.  L.  Patterson 
Mr.  James  Shewan,  Jr. 

Mr.  C.  H.  Silver 
Mr.  J.  C.  Thaw 
Mr.  W.  P.  Hamilton 
Mr.  Arthur  Scott  Burden 
Mr.  Jacob  Amos 
Mr.  James  Crouse 
Mr.  C.  S.  Estabrook 
Mr.  Day  McBirney 
Mr.  H.  E.  Sewell 
Mr.  Wilbert  L.  Smith 


Saratoga 

Scarborough 

Scarborough 

Scarborough 

Schenectady 

Southampton 

Southampton 

Southampton 

Southampton 

Southampton 

Sterlington 

Syosset 

Syracuse 

Syracuse 

Syracuse 

Syracuse 

Syracuse 

Syracuse 


Syracuse  University,  School 

of  Forestry 

Syracuse 

Mr.  R.  C.  Clowry 

Tarrytown 

Mr.  A.  S.  Lehman 

Tarrytown 

Mr.  H.  S.  Kennedy 

Troy 

Mr.  Geo.  F.  Baker 

Tuxedo 

Mr.  J.  Insley  Blair 

Tuxedo 

Mr.  Nicholas  Fish 

Tuxedo 

Mr.  A.  D.  Juilliard 

Tuxedo 

Mr.  E.  T.  Lorillard 

Tuxedo 

Mr.  J.  Murray  Mitchell 

Tuxedo 

Mr.  S.  G.  Mortimer 

Tuxedo 

Mr.  L.  J.  Pooler 

Tuxedo 

Mr.  Henry  W.  Poor 

Tuxedo 

Mr.  J.  Henry  Smith 

Tuxedo 

Mr.  J.  Spencer  Trask 

Tuxedo 

Mr.  A.  S.  Hunter 

Utica 

Mrs.  Geo.  Flower 

Watertown 

Mr.  Arthur  Scott  Burden 

Westbury 

Mr.  Foxhall  Keene 

Westbury 

Mr.  Bradley  Martin 

Westbury 

Mr.  Chas.  Steele 

Westbury 

Mr.  Wm.  K.  Vanderbilt,  Jr. 

Westbury 

Mr.  R.  D.  Winthrop 

Westbury 

U.  S.  Military  Academy 

West  Point 

Mr.  T.  K.  Griswold 

Whitehall 

Mr.  O.  Harriman,  Jr. 

White  Plains 

Mr.  W.  A.  Read 

White  Plains 

Mr.  Ogden  M.  Reid 

White  Plains 

Mr.  J.  C.  Havemeyer 

Yonkers 

Mr.  W.  B.  Thompson 

Yonkers 

Mr.  Samuel  Untermeyer 

Yonkers 
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NORTH  CAROLINA 


Mr.  Geo.  Vanderbilt  Biltmore 

Jefferson  Standard  Life  Insurance  Co. 


CJ.  S.  Customs  House 

Greensboro 

Wilmington 

OHIO 

Mr.  0.  C.  Barbour 

Akron 

Mr.  H.  S.  Firestone 

Akron 

Mr.  F.  H.  Mason 

Akron 

Mr.  A.  H.  Noah 

Akron 

Mr.  C.  W.  Seiberling 

Akron 

Mr.  F.  A.  Seiberling 

Akron 

Mr.  J.  L.  Clark 

Ashland 

Mr.  Wm.  Lucking 

Cincinnati 

Mr.  P.  G.  Thomson 

Cincinnati 

Dr.  D.  P.  Allen 

Cleveland 

Mr.  H.  P.  Bingham 

Cleveland 

Mr.  Dudley  S.  Blossom 

Cleveland 

Mr.  Chester  C.  Bolton 

Cleveland 

Mr.  E.  S.  Burke,  Jr. 

Cleveland 

Dr.  W.  L.  Carlett 

Cleveland 

Mr.  A.  S.  Chisholm 

Cleveland 

Mr.  Benedict  Crowell 

Cleveland 

Mr.  H.  G.  Dalton 

Cleveland 

Mr.  F.  E.  Drury 

Cleveland 

Mr.  L.  C.  Hanna 

Cleveland 

Mr.  Otto  L.  Leisy 

Cleveland 

Mr.  Samuel  Mather 

Cleveland 

Mr.  Otto  Miller 

Cleveland 

Mr.  D.  Z.  Norton 

Cleveland 

Mr.  J.  R.  Nutt 

Cleveland 

Mr.  John  L.  Severence 

Cleveland 

Mr.  Andrew  Squire 

Cleveland 

Mrs.  Sophia  S.  Taylor 

Cleveland 

Mr.  H.  A.  Tremaine 

Cleveland 

Mr.  John  Brown 

Columbus 

Columbus  Club 

Columbus 

Mr.  Frank  Davis 

Columbus 

Mr.  F.  A.  Miller 

Columbus 

Mr.  E.  J.  Barney 

Dayton 

Hon.  James  M.  Cox 

Dayton 

Mr.  Frederick  B.  Patterson 

Dayton 

Mr.  J.  D.  Platt 

Dayton 

Mr.  Edwin  G.  Reynolds 

Dayton 

Mr.  E.  M.  Thacker 

Dayton 

Hon.  P.  J.  Sorg 

Middletown 

Col.  W.  P.  Orr 

Piqua 

Mr.  W.  W.  Wehrle 

Thornville 

Mr.  A.  W.  Colton 

Toledo 

PENNSYLVANIA 


Hon.  A.  S.  Krieder 

Anville 

Mr. 

B.  F.  Clyde 

Bryn  Mawr 

Mr. 

S.  W.  Colton,  Jr. 

Bryn  Mawr 

Mr. 

L.  S.  Sadler 

Carlisle 

Mr. 

D.  G.  Dery 

Catasauqua 

Mr. 

H.  F.  Harris 

Chestnut  Hill 

Mr. 

E.  T.  Stotesbury 

Chestnut  Hill 

Mr. 

John  T.  Windrim 

Devon 

Mr. 

C.  M.  Read 

Erie 

Mr. 

Chas.  E.  Maul 

Hanover 

Mr. 

James  Boyd 

Harrisburg 

Mr. 

J.  M.  Cameron 

Harrisburg 

Mrs.  H.  B.  McCormick 

Harrisburg 

Hon 

.  J.  H.  Weiss 

Harrisburg 

Mr. 

H.  B.  Keiper 

Lancaster 

Mr. 

H.  E.  Packard 

Mauch  Chunk 

Hon 

.  Gifford  Pinchot 

Milford 

Dr. 

A.  C.  Barnes 

Overbrook 

Mr. 

A.  J.  Cassatt 

Philadelphia 

Mrs 

.  Thomas  Scott 

Philadelphia 

Mr. 

E.  T.  Stotesbury 

Philadelphia 

Mr. 

P.  A.  B.  Widener 

Philadelphia 

Mr. 

Charilton  Yarnall 

Philadelphia 

Mr. 

David  P.  Black 

Pittsburgh 

Mr. 

J.  S.  Callery 

Pittsburgh 

Mr. 

Henry  Chalfont 

Pittsburgh 

Mr. 

H.  C.  Frick 

Pittsburgh 

Mr. 

Geo.  M.  Laughlin 

Pittsburgh 

Mr. 

J.  D.  Lyon 

Pittsburgh 

Mr. 

H.  L.  Mason,  Jr. 

Pittsburgh 

Mr. 

W.  L.  Mellon 

Pittsburgh 

Mr. 

Thomas  Morrison 

Pittsburgh 

Mr. 

E.  W.  Mudge 

Pittsburgh 

Mr. 

James  H.  Park 

Pittsburgh 

Mr. 

A.  R.  Peacock 

Pittsburgh 

Mr. 

J.  M.  Schoonmaker 

Pittsburgh 

Mrs. 

Wm.  Thaw,  Jr. 

Pittsburgh 

Mr. 

James  Ward,  Jr. 

Pittsburgh 

Mr. 

Emil  Winter 

Pittsburgh 

Mr. 

W.  H.  Worthington 

Pittsburgh 

Mr. 

A.  J.  Drexel  Paul 

Radnor 

Mr. 

E.  Richard  Meinig 

Reading 

Mr. 

Geo.  Woodward 

St.  Martins 

Mr. 

H.  M.  Boies 

Scranton 

Mr. 

John  Jermyn 

Scranton 

Mr. 

W.  W.  Scranton 

Scranton 

Mr. 

H.  R.  Rea 

Sewickley 

Mr. 

R.  P.  Linderman 

So.  Bethlehem 

Mr. 

J.  G.  Darlington 

Villa  Novia 

Mr.  Geo.  McFadden 

Villa  Novia 

Mr.  R.  L.  Montgomery 

Villa  Novia 

Walters  Park  Inn 

Wernersville 

Mr.  Richard  Sharp 

Wilkes-Barre 

Mr.  Samuel  Small 

York 

RHODE  ISLAND 

Mr.  R.  G.  Dun  Narragansett  Pier 

Mr.  E.  J.  Berwind 

Newport 

Mr.  Edson  Bradley 

Newport 

Mrs.  J.  N.  Brown 

Newport 

Cushing  Memorial 

N  ewport 

Mr.  J.  B.  Duke 

Newport 

Mr.  Stuart  Duncan 

Newport 

Col.  Geo.  R.  Fearing 

Newport 

Com.  A.  C.  James 

Newport 

Mr.  0.  G.  Jennings 

Newport 

Mr.  G.  G.  King 

Newport 

Mr.  H.  McK.  Twombly 

Newport 

Mr.  E.  R.  Morse 

Newport 

Mr.  Cornelius  Vanderbilt 

Newport 

Mr.  W.  K.  Vanderbilt 

Newport 

Mr.  W.  Storris  Wells 

Newport 

Mrs.  Geo.  D.  Widener 

Newport 

Mr.  Wm.  Woodward 

Newport 

Mr.  J.  J.  Wysong 

Newport 

Mr.  H.  0.  Phillips 

Pawtucket 

Hon.  N.  W.  Aldrich 

Providence 

Central  Baptist  Church 

Providence 

Mr.  A.  M.  Coats 

Providence 

Mr.  James  Coats 

Providence 

Mr.  E.  D.  Pearce 

Providence 

Mr.  Wm.  G.  Roelker 

Providence 

SOUTH  CAROLINA 

Mr.  F.  S.  Rodgers 

Charleston 

Gen.  R.  Seigling 

Charleston 

TENNESSEE 

Brooks  Memorial 

Memphis 

Mr.  D.  H.  Hamilton 

Memphis 

Mr.  H.  M.  Neeley 

Memphis 

TEXAS 

Mr.  W.  S.  Favish 

Houston 

Mr.  D.  D.  Peden 

Houston 

VERMONT 

Hon.  E.  S.  Smith 

St.  Albans 

Dr.  W.  S.  Webb 

Shelburn 

(continued) 

VIRGINIA 

National  Bank  of  Charlottesville 

Charlottesville 

Citizens  National  Bank 

Covington 

Mr.  John  R.  Walker 

Fairfax  County 

Mr.  M.  R.  Ellis 

Greenwood 

Mrs.  Kelly  Evans 

Hot  Springs 

Mr.  W.  E.  Hebbs 

Leesburg 

Pattern  Shop,  Norfolk  Navy 

Yard 

Newport  News 

Mr.  Wm.  Sloane 

Norfolk 

Mr.  John  Kerr  Branch 

Richmond 

Mr.  A.  T.  Harris,  Jr. 

Richmond 

Mr.  Fred’k  Scott 

Richmond 

Terminal  Station 

Richmond 

Mr.  T.  C.  Williams 

Richmond 

Dr.  P.  M.  Rixey 

Rixey 

Mr.  R.  R.  Barrett 

Warrenton 

WEST  VIRGINIA 

Fairmount  Hotel 

Fairmount 

Mr.  J.  E.  Watson 

Fairmount 

Union  Bank  &  Trust  Co. 

Huntington 

Mr.  John  A.  Howard 

Wheeling 

Mr.  Anton  Reyman 

Wheeling 

Mr.  H.  G.  Stifel 

Wheeling 

WISCONSIN 

Mr.  A.  F.  Galium 

Milwaukee 

Mr.  John  L.  Mitchell 

Milwaukee 

Mr.  Fred.  Pabst 

Milwaukee 

Mr.  J.  E.  Uihlein 

Milwaukee 

Miss  P.  Uihlein 

Milwaukee 

Mr.  W.  B.  Uihlein 

Milwaukee 

CANADA 

Bank  of  British  North  America  Montreal 

Lady  Hickson 

Montreal 

Mr.  G.  Rabinovitch 

Montreal 

Mr.  James  Ross 

Montreal 

Art  Museman 

Toronto 

Bank  of  Toronto 

Toronto 

Dominion  Bank 

Toronto 

Hon.  Joseph  Kilgour 

Toronto 

Mr.  A.  Longwell 

Toronto 

Mr.  R.  S.  McLaughlin 

Toronto 

Mr.  Wilmont  Mathews 

Toronto 

FRANCE 

U.  S.  Pavilion  Paris  Exposition 
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IF  a  man  has  good  corn,  or  wood,  or  boards,  or 
pigs  to  sell,  or  can  make  better  chairs  or 
knives,  or  crucibles,  or  church  organs,  than 
anybody  else,  you  will  find  a  broad,  hard-beaten 
road  to  his  house,  though  it  be  in  the  woods. 
And  if  a  man  knows  the  law,  people  will  find  it  out, 
though  he  live  in  a  pine  shanty,  and  resort  to  him. 
And  if  a  man  can  pipe  or  sing,  so  as  to  wrap  the 
prisoned  soul  in  an  elysium;  or  can  paint  landscape, 
and  convey  into  oils  and  ochres  all  the  enchantments 
of  spring  or  autumn;  or  can  liberate  or  intoxicate  all 
people  who  hear  him  with  delicious  songs  and  verses, 
’tis  certain  that  the  secret  cannot  be  kept;  the  first 
witness  tells  it  to  a  second,  and  men  go  by  fives  and 
tens  and  fifties  to  his  door. — Emerson — Works,  Vol. 
VIII.  In  his  “Journal”  ( 1855) .  P.528.  (Ed.  1912.) 
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